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T HE goods shown in this catalogue are all of onr 
own manufacture. The halftone illustrations 
are accurate reproductions of the originals and show 
the beauty of form and finish of our product. 

Our trade mark ProVED signifies that each 
completed article and component part thereof is tested 
under 150 lbs. water pressure. 

We have incorporated the New List Prices adopted 
by the National Association of Brass Manufacturers, 
which went into effect January 1, 1915. 

Numerous new items have been added to our 
various lines since issuing our C Catalogue and a 
new and complete line of DRINKING FOUNTAIN 
BUBBLERS is shown in the rear of the book. This 
section of Drinking Fountain Bubblers we also issue 
separately in booklet form, which will be furnished 
on application. 
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CLASSIFIED INDEX 

(GENERAL INDEX IN REAR OF BOOK) 



Bibbs, Stops, Sill Cocks, Hopper Cocks and Urinal Cocks Page 

Compression 2- 45 

Fuller 46-65 

Telegraph Self Closing 66- 69 

Simplex “ 70- 71 

Doherty “ 72-79 

Peerless “ (Boston) 80- 87 
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Leviathan “ 92- 93 

Basin Cocks 

Compression 94-101 

Fuller 102-111 

Telegraph Self Closing 5 112-113 

Simplex “ 114-115 

Doherty “ 116-117 

Peerless “ (Boston) 118-121 

Ball Bearing “ 122-123 

Engel “ • 124 

Leviathan “ 125 

Double Basin Cocks and Bracket Basin Cocks 

Compression 126-131 

Fuller 127-130 

Pantry Cocks 

Compression 132-133 

Fuller 134-139 

Self Closing . 140-142 

Double Pantry, Double Shampoo and Bracket Shampoo Cocks 

Compression 143-147 

Fuller 148-155 

Bath Cocks 

Compression 156-163 

Fuller 164-169 

Slop Sink Cocks 

Compression 170-172 

Fuller 173 

Handles and Trimmings 

Compression 174-175 

Fuller ! 176-177 

Self Closing 178-179 

Couplings and Supply Pipes 

Basin 180-183 

Bath 184-185 

Miscellaneous 

Shampoo Sprinklers 186 

Chain Stays 187 

Bibb Flanges and Hose Ends 187 

Brass Pipe Fittings 188 

Basin Wastes 189 

Traps 190-192 

Urinal Pipes and Strainers 193 

Receptor Strainers 194 

Hose Valves 195 

Drinking Fountain Bubblers 

Bubbler Heads 196-199 

Bubblers with Spouts 200-210 
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TELEGRAPH CIPHER CODE 



Vaccine Ship at once, by express 

Vacuum Ship at once, by freight 

Vagrant Ship at once, a part of order 

Vain Ship the whole order in one lot 

Valet Ship earliest date possible and telegraph when 

Valise Duplicate order 

Valley Duplicate order if at 

Valvule Wanted badly; when will you ship? Telegraph when 

Vamose How soon can you ship 

Vampire How soon and at what price can you ship 

Vandal When will you ship order 

Vandyke When will you complete order 

Vanguard Cancel order 

Vanquish Cancel balance of order 

Vapor Referring to order 

Varix Referring to your telegram of 

Varnish Referring to your letter of 

Vase Same as furnished 

Wastness Will you accept at 

Vault.. Quote price by telegraph on 

Vaunt Quote price by mail on 

Veal We shipped by express 

Veck We shipped by freight 

Vector We will try to ship 

Vedette We can ship in part 

Veil We can ship balance 

Vein We cannot ship before 

Veldt We cannot promise definitely when we can ship 

Velite Shall we ship what we have ready 

Vellum We can ship today 

Veloce We can ship tomorrow 

Velours We can ship in two days 

Velvet We can ship in three days 

Vender We can ship in four days 

Veneer We can ship in five days 

Venom We can ship in one week 

Venter We can ship in two weeks 

Ventil We can ship in three weeks 

Venue We can ship in four weeks 

Verdant We have in stock 

Verdure We have none in stock 

Vermin We have no order 

Vernier We have no patterns for 

Verse. Order is shipped. Cancellation too late 

Verst We will accept order 

Vervain We will duplicate order at 

Vesper We cannot accept at price named. Shall we enter at 

Vest Shall we enter order 

Veto Withdraw all prices 

Veuve Unless you advise us to the contrary, we will ship 

Vex Freight allowance, per cwt. 

Vexer F. O. B. Milwaukee 



SIZES 



Vocal ..... 




Volet 


. . . y 2 " I. P. 


Vomit 


O. D. 


Vocule. . . . 




Volge 


....A" 


Voodoo. . . . 




Vodka 


. . . Vs" I. P- 


Volley 


. . . A" 0. D. 


Vortex 




Voe 


. • • 


Volow 


....%" 


Vote 




Vogie 


. ...i4"0. D. 


Volt 


... %" O. D. 


Voter 


... 1" 0. D. 


Vogue 


. . . *4" I P- 


Volta 


• • • %"xV 2 " 


Vouch 


. . . .1" I. P. 


Voice 




Voltite 


. ...%"x%" 


Voucher. . . 




Void 


....%" O. D. 


Volume. . . . 


■ • • H" 


Voussoir . . . 


. . .ly/'O. D. 


Voiture . . . 


....%" I.P. 


Volute 


. . . tt" 0. D. 


Vow 


... 1 %" 1 . p. 


Vola 




Volvelle. . . 


. . . 


Vower 


. . . 1%"0. D. 


Volage. . . . 


....tV' o. d. 


Volvox .... 


....%" O. D. 


Vowel 




Volant. . . . 




Volyer 


I. P. 


Vox 


. . . .iy>"o. d. 


Volar 


. . . . y 2 " o. d. 


Vome 




Voyage. . . . 


. .. iy 2 " 1 . p. 
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TELEGRAPH CIPHER CODE— Continued 



Waddle For Lead Pipe 

Wafer For Iron Pipe 

Wager For Lead and Iron Pipe 

Wagon With Screw on Tail 

Wainscot With Male Flange 

Waiter With Female Flange 

Walnut With Hexagon on Flange 

Wampum With Solid Flange 

Wanton With Loose Flange 

Warden With Shank like 

Warfare With Detachable Shank like 

Wart Without Shank 

Wasp Without Lead Pipe Thimble 

Wave Without Nut and Thimble 

Wealth With Tee Handle 

Weapon.. With Cross Handle 

Weasel With Loose Key Handle 

Weather With Wheel Handle 

Wedding With Wheel Handle finished Top Side only 

Weed With Brass Handle 

Weevil With “Cold” Handle, like 

Weigh With “Hot” Handle, like 

Welcome With “Hot” and “Cold” Handles, like 

Weld With Handle marked “Push” 

Welfare With Plain Handle, not marked, like 

Wet With Handle like 

Wick With Plain Spout 

Wicket With Hose Spout 

Widow With Stuffing Box 

Wig Without Stuffing Box 

Wigwam With Slip Joint for 

Wildcat With Shanks bored for Slip Joint 

Wile With 2% inch Shank 

Wilful With 3 inch Shank 

Willow Right Hand 

Winch Left Hand 

Windlass Right and Left Hand 

Window With Top like 

Wink With Jewel Cup 

Winnow With Cup like 

Winter Without Cup 

Wiry With Nozzle like 

Wisp With 4 y 2 inch Centers 

Witch With 5 inch Centers 

Witness With 5 V 2 inch Centers 

Wizard With 6 inch Centers 

Woeful Without Couplings 

Wolf With Couplings like 

Woman With Seamless Supplies, Full Weight, % inch I. P. Size 

Wooden With Seamless Supplies, Full Weight, y 2 inch I. P. Size 

Worker With Brazed Supplies, No. 14 Gauge 

World With Brazed Supplies, No. 16 Gauge 

Worship With Floor Flanges 

Wound 'Without Floor Flanges 
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BRASS MANUFACTURING CO. 



COMPRESSION BIBBS 

FOR IRON PIPE 

LIGHT PATTERN 




Size 

Rough 

Finished 
Nickel Plated 



Plain Bibbs 



Inches V 2 

.The Dozen $17.40 
19.80 
23.40 



Hose Bibbs 



Size 

Rough 

Finished .... 
Nickel Plated 



Inches V 2 

The Dozen $20.40 



22.80 

26.40 



% 

22.80 

25.20 

28.80 



% 

25.80 
23.20 

31.80 



We only make this Light Bibb for Iron Pipe with Shoulder; in the % inch and % inch sizes 

and without Stuffing Box. 

All of our Compression Work is now furnished with this High Cap. 




1 VA 

57.60 112.20 

63.60 119.40 

69.60 130.20 



1 1 % 

64.80 123.00 

70.80 130.20 

76.80 141.00 



Fig. C-2 (Cactus) 



FOR LEAD PIPE 

STANDARD PATTERN 

Plain Bibbs 



Size Inches % V2 % % 

Rough.. The Doz. $18.00 18.60 24.60 33.00 

Pin “ 19.80 21.00 27.00 35.40 

X. P “ 23.40 24.60 30.60 39.60 



% 

36.00 

38.40 

42.60 



Hose Bibbs 



Size Inches % Y2 % 

Rough.. The Doz. $21.00 21.60 27.60 

Fin “ 22.80 24.00 30.00 

N. P “ 26.40 27.60 33.60 



Add For Stuffing Box 

Size Inches % V 2 % % I 

The Doz $ 4.20 4.80 5.40 6.00 10.80 18.60 




RESSURE 



MILWAUKEE BRASS MANUFACTURING C0.|| |^qVED 



COMPRESSION BIBBS 

FOR IRON PIPE 

STANDARD PATTERN 



Size 

Rough 

Finished .... 
Nickel Plated 



Size . » 

Rough 

Finished .... 
Nickel Plated 



Size 

The Dozen 




Plain Bibbs 



Inches 


% 


y 2 


% 


% 


1 


1V4 


.The Dozen 


$16.80 


17.40 


22.80 


30.60 


54.00 


106.80 




18.60 


19.80 


25.20 


33.00 


60.00 


114.00 


“ 


22.20 


23.40 


28.80 


37.20 


66.00 


124.80 



Hose Bibbs 



Inches 


% 


y 2 


% 


% 


1 




.The Dozen 


$19.80 


20.40 


25.80 


33.60 


61.20 


117.60 


“ 


21.60 


22.80 


28 20 


36.00 


67.20 


124.80 


“ 


25.20 


26.40 


31.80 


40.20 


73.20 


135.60 


Add For Stuffing Box 












% 


y 2 


% 


% 


1 


1*4 


, 


$ 4.20 


4.80 


5.40 


6.00 


10.80 


18.60 




Fig. C-164 (Cynic) Fig. C-168 (Cytode) 




Fig. C-167 (Cyst) 



Size 

Fig. C-164 
Fig. C-168 
Fig. C-167 



Add For China Handles 



Inches 


% 


y 2 


% 


% 


The Dozen 


$ 9.00 


9.00 


8.40 


8.40 


“ 


15.00 


15.00 


14.40 


14.40 


“ 


27.00 


27.00 


26.40 


26.40 



Additional Styles of Handles shown on pages 174 and 175. 
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MILWAUKEE BRASS MANUFACTURING CO. 



COMPRESSION BIBBS 

WITH SCREW ON TAIL 




Plain Bibbs 



Size 




% 


y 2 


% 


% 


1 


1% 


Rough 


The Dozen 


$19.20 


19.80 


25.80 


34.80 


61.20 


117.60 


Finished 


“ 


21.00 


22.20 


23.20 


37.20 


67.20 


124.80 


Nickel Plated 


“ 24.60 25.80 

Hose Bibbs 


31.80 


41.40 


73.20 


135.60 


Size 




% 


V 2 


% 


% 


1 


1V4 


Rough 


The Dozen 


$22.20 


22.80 


28.80 


37.80 


68.40 


128.40 


Finished 


“ 


24.00 


25.20 


31.20 


40.20 


74.40 


135.60 


Nickel Plated 


“ 


27.60 


28.80 


34.80 


44.40 


80.40 


146.40 



Add For Stuffing Box 



Size Inches % Vz % 

The Dozen $ 4.20 4.80 5.40 



% 1 

6.00 10.80 



1 % 

18.60 




Fig. C-164 (Cynic) 




Fig. C-168 (Cytode) 




Fig. C-167 (Cyst) 



Size 

Fig. C-164 
Fig. C-168 
Fig. C-167 



Add For China Handles 





% 


y 2 


% 


% 


.The Dozen 


$ 9.00 


9.00 


8.40 


8.40 


“ 


15.00 


15.00 


14.40 


14 40 


“ 


27.00 


27.00 


26.40 


26.40 



Additional Styles of Handles shown on pages 174 and 175. 
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MILWAUKEE BRASS MANUFACTURING CO. 



COMPRESSION BIBBS 



FINE THREAD, WITH SHOULDER 



Plain Bibbs 



Size, Body . . . . 


Inches 


% 


y 2 


% 


Size, Thread . . 


“ 


% 


% 


Vs 


Finished 


. .The Dozen 


$19.80 


21.00 


27.00 


Nickel Plated.. 


“ 


23.40 


24.60 


30.60 



Hose Bibbs 



Size, Body . . . . 




% 


M B 


% 


Size, Thread . . 


“ 


% 


% 


Vs 


Finished 




$22.80 


24.00 


30.00 


Nickel Plated.. 




26.40 


27.60 


33.60 




Fig. C-5 (Caffa) 



FINE THREAD, WITHOUT SHOULDER 



Plain Bibbs 



Size, Body . . . . 


Inches 


% 


y 2 


% 


Size, Thread . . 


“ 


% 


% 


Vs 


Finished 


. .The Dozen 


$19.80 


21.00 


27.00 


Nickel Plated.. 


“ 


23.40 


24.60 


30.60 



Hose Bibbs 



Size, Body . . . . 


Inches 


% 


y 2 


% 


Size, Thread . . 


“ 


% 


% 


Vs 


Finished 


. .The Dozen 


$22.80 


24.00 


30.00 


Nickel Plated.. 




26.40 


27.60 


33.60 




Fig. C-6 (Cafeine) 



Add For Stuffing Box 



Size, Body Inches % V2 5 /s 

The Dozen $4.20 4.80 5.40 
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BRASS MANUFACTURING CO. 



COMPRESSION BIBBS 

SOLID FEMALE FLANGE, FOR IRON PIPE 




Plain Bibbs 



Size 




y 2 


% 


% 


1 


Finished 




25.80 


32.40 


42.00 


73.20 


Nickel Plated 


“ 28.20 

Hose Bibbs 


29.40 


36.00 


46.20 


79.20 


Size 


Inches % 


y 2 


% 


% 


1 


Finished 


The Dozen $27.60 


28.80 


35.40 


45.00 


80.40 


Nickel Plated 


“ 31.20 

Add For Stuffing Box 


32.40 


39.00 


49.20 


36.40 


Size 




V 2 


% 


% 


1 


The Dozen 


$ 4.20 


4.80 


5.40 


6.00 


10.80 




Fig. C-164 (Cynic) 




Fig. C-168 (Cytode) 




Fig. C-167 (Cyst) 



Size 

Fig. C-164 
Fig. C-168 
Fig. C-167 



Add For China Handles 





% 


y 2 


% 


% 




$ 9.00 


9.00 


8.40 


8.40 


“ 


15.00 


15.00 


14.40 


14.40 


“ 


27.00 


27.00 


26.40 


26.40 



Additional Styles of Handles shown on pages 174 and 175. 
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COMPRESSION BIBBS 



SOLID MALE FLANGE, FOR IRON PIPE 



WITHOUT HEXAGON 



Plain Bibbs 



Size Inches % V2 r . < % 

Fin The Doz. $24.60 25.80 32.40 42.00 

N. P “ 28.20 29.40 36.00 46.20 



Hose Bibbs 

Size Inches % % % % 

Fin The Doz. $27.60 28.80 35.40 45.00 

N. P “ 31.20 32.40 39.00 49.20 




1 

80.40 

86.40 



Fig. C-8 (Cahiz) 



SOLID MALE FLANGE, FOR IRON PIPE 



WITH HEXAGON 



Plain Bibbs 

Size Inches % V 2 % % 

Fin The Doz. $26.40 27.60 34.20 43.80 

N. P “ 30.00 31.20 37.80 43.00 



Hose Bibbs 

Size Inches % Vz % % 

Fin The Doz. $29.40 30.60 37.20 46.80 

N. P “ 33.00 34.20 40.80 51.00 



Fig. C-9 (Cail) 




1 

76.20 

82.20 



1 

83.40 

89.40 



Add For Stuffing Box 



Size Inches % V2 % % 1 

The Dozen $4.20 4.80 5.40 6.00 10.80 




MILWAUKEE BRASS MANUFACTURING CO. 



COMPRESSION BIBBS 

THREADED FLANGE, SCREW ON TAIL 



Size 

Finishes .... 
Nickel Plated 



Size 

Finished .... 
Nickel Plated 



Size 

The Dozen 




Plain Bibbs 



.... Inches V 2 % 

The Dozen $29.40 37.20 

“ 33.00 40.80 



Hose Bibbs 

Inches V 2 % 

The Dozen $32.40 40.20 

“ 36.00 43.80 



Add For Stuffing Box 

Inches V 2 % 

$ 4.80 5.40 




If 



Fig. C-164 (Cynic) 



Fig. C-168 (Cytode) 



Fig. C-167 (Cyst) 



Add For China Handles 



Size Inches V 2 % 

Fig. C-164 The Dozen $ 9.00 8.40 

Fig. C-168 “ 15.00 14.40 

Fig. C-167 “ 27.00 26.40 



Additional Styles of Handles shown on pages 174 and 175. 



MILWAUKEE BRASS MANUFACTURING CO. 




COMPRESSION BIBBS 

SET SCREW FLANGE, FOR IRON PIPE 



Plain Bibbs 



Size Inches y 2 % 

Finished The Doz. $29.40 36.00 

Nickel Plated. . . “ 33.00 39.60 



Hose Bibbs 



Size Inches % % 

Finished The Doz. $32.40 39.00 

Nickel Plated... 36.00 42.60 



Without Flanges, Deduct From Fig. C-ll 

Size Inches y 2 % 

Finished or Nickel Plated The Dozen $5.40 6.00 




THREADED COLLAR FLANGE, FOR IRON PIPE 



Plain Bibbs 

Size Inches y 2 

Finished The Doz. $32.40 

Nickel Plated ... “ 36.00 



Hose Bibbs 

Size Inches y 2 

Finished The Doz. $35.40 

Nickel Plated... “ 39.00 



% 

40.80 

44.40 



% 

43.80 

47.40 




Add For Stuffing Box 



Size Inches y 2 % 

The Dozen $4.80 5.40 



All of our Compression Work is now furnished with this High Cap. 
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COMPRESSION BIBBS 

SOLID FLANGE, WITH THIMBLE FOR LEAD PIPE 




Plain Bibbs 



Size 

Finished 

Nickel Plated 


“ 31.20 


y 2 

28.80 

32.40 


% 

36.00 

39.60 


% 

46.20 

50.40 




Hose Bibbs 










Size 

Finished 

Nickel Plated 


“ 34.20 


y 2 

31.80 

35.40 


% 

39.00 

42.60 


% 

49.20 

53.40 




Add For Stuffing Box 










Size 

The Dozen 




% 

$ 4.20 


y 2 

4.80 


% 

5.40 


% 

6.00 





Fig. C-164 (Cynic) 



Fig. C-168 (Cytode) 




Fig. C-167 (Cyst) 



Size 




Add For China Handles 


y 2 


% 


% 


Fig. 


C-164 




9.00 


8.40 


8.40 


Fig. 


C-168 


“ 15.00 


15.00 


14.40 


14.40 


Fig. 


C-167 


“ 27.00 


27.00 


26.40 


26.40 



Additional Styles of Handles shown on pages 174 and 175. 
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COMPRESSION BIBBS 




SOLID FLANGE, NUT AND BENT L. P. COUPLING 



Fig. C-14 (Caisson) 



Plain Bibbs 



Size Inches Ms % 

Finished The Dozen $34.80 45.00 

Nickel Plated “ 38 - 40 48 - 60 



Hose Bibbs 



Size Inches V 2 

Finished The Dozen $37.80 48.00 

Nickel Plated “ 41.40 51.60 



Add For Stuffing Box 



Size Inches Ms % 

The Dozen $ 4.80 5.40 



With Rough Male I. P. Coupling, same price. 
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MILWAUKEE BRASS MANUFACTURING CO. 



COMPRESSION LONG SPOUT SINK BIBBS 



WITH CHINA BUTTON FOUR ARM HANDLE 




FOR IRON PIPE 



Plain Bibbs 

Size Inches % 

Finished, The Doz. $57.60 
Nickel Plated, “ 61.80 



Hose Bibbs 

Size Inches % 

Finished, The Doz. $60.60 
Nickel Plated, “ 64.80 



Solid Female Flange, Like Fig. C-7, Page 6 

Adds to Fig. C-54 



The Dozen $ 9.00 



Solid Male Flange, Like Fig. C-9, Page 7 

Adds to Fig. C-54 



The Dozen $10.80 




DETACHABLE SHANK, 
FOR IRON PIPE 



Plain Bibbs 

Size Inches % 

Finished, The Doz. $66.60 
Nickel Plated, “ 70.80> 



Fig. C-56 (Cebid) 



Hose Bibbs 

Size Inches % 

Finished, The Doz. $69.60 
Nickel Plated, “ 73.80* 



For Other Styles of Detachable Shanks, Add To Fig. C-56 

Screw on Tail, Fig. F- 4, Page 47 The Dozen $ 4.20' 



Female Flange, Fig. F- 6, Page 48 “ 9.00 

Male Flange, Fig. F- 7, Page 48 “ 10.80 

Loose Flange, Fig. F- 8, Page 49 “ 9. 60 

Deep Flange, Fig. F-10, Page 50 “ 12.00> 
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MILWAUKEE BRASS MANUFACTURING CO. 



COMPRESSION LONG SPOUT SINK BIBBS 

WITH CHINA BUTTON FOUR ARM HANDLE 

SOLID FLANGE, LONG THIMBLE AND LOCKNUT 




Fig. C-55 (Cazo) 



Size 

Finished .... 
Nickel Plated 



Plain Bibbs 

Inches % 

The Dozen $87.60 

“ 91.80 



Size 

Finished .... 
Nickel Plated 



Hose Bibbs 

Inches % 

The Dozen $90.60 

“ 94.80 

c 




Fig. C-170 (Cyvel) 




Fig. C-166 (Cypress) 




Fig. C-167 (Cyst) 



Add For Other China Handles 



Fig. C-170 The Dozen $ 6.00 

Fig. C-166 “ 10.20 

Fig. C-167 “ 14.40 



Additional Styles of Handles shown on pages 174 and 175. 
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FOR IRON PIPE 



Plain Bibbs 



Size Inches X /2 % 

Finished The Dozen $25.80 32.40 

Nickel Plated “ 29.40 36.00 



Hose Bibbs 



Size Inches y 2 % 

Finished The Dozen $28.80 35.40 

Nickel Plated “ 32.40 39.00 




Fig. C-21 (Cake) 



Without Shanks, Deduct From Fig. C-21 



Size : Inches y 2 % 

The Dozen $ 4.20 4.80 



Add For Stuffing Box 



Size Inches y 2 % 

The Dozen $ 4.80 5.40 



For Bibbs With Detachable Shanks, Not Illustrated 
Add To Fig. C-21 



Size 

S. O. T., Fig. F-4, Page 47 

Male Flange, Fig. F-7, Page 48 . . 
Loose Flange, Fig. F-8, Page 49. 
“ “ Fig. F-12, Page 51 

“ “ Fig. F-15, Page 52 

“ “ Fig. F-18, Page 52 





% 


The Dozen $ 2.40 


3.00 


“ 7.80 


9.00 


“ 7.20 


9.00 


“ 9.60 


12.00 


“ 9.60 


10.80 


“ 12.60 


15 60 
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MILWAUKEE BRASS MANUFACTURING CO. 



COMPRESSION BIBBS 

WITH DETACHABLE SHANK 



FEMALE FLANGE, FOR IRON PIPE 




Plain Bibbs 

Size Inches V 2 % 

Finished The Dozen $31.80 39.60 

Nickel Plated “ 35.40 43.20 

Plain Bibbs 

Size Inches V 2 % 

Finished The Dozen $34.80 42.60 

Nickel Plated “ 38.40 46.20 

Add For Stuffing Box 

Size Inches V 2 % 

The Dozen $ 4.80 5.40 




Fig. C-164 (Cynic) 





Add For China Handles 



Size Inches V 2 % 

Fig. C-164 The Dozen $ 9.00 8.40 

Fig. C-168 “ 15.00 14.40 

Fig. C-167 “ 27.00 26.40 



Additional Styles of Handles shown on pages 174 and 175. 
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MILWAUKEE BRASS MANUFACTURING CO. 



COMPRESSION BIBBS 

WITH LOOSE KEY 



FOR IRON PIPE 




T 

Fig. C-26 (Cambric) 



Plain Bibbs 



Size 


Inches 


% 


y 2 


% 


% 


1 


Rough 




$21.60 


22.80 


28.80 


37.80 


73.00 


Finished 


“ 


23.40 


25.20 


31.20 


40.20 


84 00 


Nickel Plated 


“ 


27.00 


28.80 


34.80 


44.40 


90.00 





Hose Bibbs 










Size 




y 2 


% 


% 


1 


Rough 




25.80 


31.80 


40.80 


85 20 


Finished 


“ 26.40 


28,20 


34.20 


43.20 


91.20 


Nickel Plated 


“ 30.00 


31.80 


37.80 


47.40 


97.20 



Size 


Add For Stuffing Box 


y 2 


% 


% 


1 


The Dozen 


$ 4.20 


4.80 


5.40 


C 00 


10.80 



For Bibbs With Loose Key Not Illustrated, Add To Figs. C-2 to C-22 



Size Inches % y 2 % % 1 

The Dozen $ 4.80 5.40 6.00 7.20 24.00 
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MILWAUKEE BRASS MANUFACTURING CO. 




COMPRESSION TRAY BIBBS 

SHORT PATTERN 



COMPACTO PATTERN, SHORT SHANK— Loose Flange, Male y 2 Inch I. P. 



With Plain Spout 



Size Inches V 2 

Finished The Dozen $18.60 

Nickel Plated “ 22.20 



With Hose Spout 



Size Inches V 2 

Finished The Dozen $21.60 

Nickel Plated “ 25.20 




Fig. C-30 (Candid) 



COMPACTO PATTERN, LONG SHANK — Loose Flange, Male y 2 Inch I. P. 



With Plain Spout 



Size Inches V 2 

Finished The Dozen $20.40 

Nickel Plated “ 24.00 



With Hose Spout 

Size Inches V 2 

Finished The Dozen $23.40 

Nickel Plated “ 27.00 




Fig. C-31 (Canker) 



STUB PATTERN, SHORT SHANK, WITH PLAIN SPOUT 



Solid Male Flange, For y 2 Inch I. P. 



Finished The Dozen $18.60 | | 

Nickel Plated 22.20 1 1| ||| 

Solid Female Flange, For y 2 Inch I. P. FT J 

Size Inches V 2 ^ 

Finished The Dozen $20.40 Fig . C -48 (Cavy) 

Nickel Plated “ 24.00 



IT 



R 



roVEI 



MILWAUKEE BRASS MANUFACTURING CO. 



COMPRESSION TRAY BIBBS 

STRAIGHT PATTERN 




FOR IRON PIPE 



Size Inches 


y 2 


% 


% 


Finished. .. .The Doz. 


$19.80 


25.20 


33.00 


Nickel Plated “ 


23.40 


28.80 


37.20 



Fig. C-32 (Caper) 




Fig. C-34 (Carat) 



WITH SCREW ON TAIL 



Size Inches 


y 2 


% 


% 


Finished.. . .The Doz. 


$ 22.20 


28.20 


37.20 


Nickel Plated “ 


25.80 


31.80 


41.40 




Fig. C-36 (Cascade) 



SOLID FEMALE FLANGE, 
FOR IRON PIPE 



Size Inches 


y 2 


% 


% 


Finished.. . .The Doz. 


$25.80 


32.40 


42.00 


Nickel Plated “ 


29.40 


36.00 


46.20 



Add For Stuffing Box 



Size Inches V2 % % 

The Dozen $ 4.80 5.40 6.00 
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COMPRESSION TRAY BIBBS 



SIDE HANDLE PATTERN 



FOR IRON PIPE 



Size Inches 


y 2 


% 


% 


Finished ...The Doz. 


$24.00 


30.00 


39.00 


Nickel Plated 


27.60 


33.60 


43.20 




Fig. C-33 (Capon) 



WITH SCREW ON TAIL 



Size Inches 


y 2 


% 


% 


Finished .. .The Doz. 


$26.40 


33.00 


43.20 


Nickel Plated 


30.00 


36.60 


47.40 




Fig. C-35 (Carbine) 



SOLID FEMALE FLANGE, 
FOR IRON PIPE 



Size Inches 


y 2 


% 


% 


Finished .. .The Doz. 


$30.00 


37.20 


48.00 


Nickel Plated 


33.60 


40.80 


52.20 




Fig. C*37 (Casket) 



Size 

The Dozen 



Add For Stuffing Box 

Inches V 2 

$4.80 



% 

5.40 



% 

6.00 
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MILWAUKEE BRASS MANUFACTURING CO. 



COMPRESSION TRAY BIBBS 

STRAIGHT PATTERN 




SOLID MALE FLANGE, 
FOR IRON PIPE 



WITHOUT HEXAGON 

Size Inches y 2 % % 

Finished ...The Doz. $25.80 32.40 42.00 
Nickel Plated “ 29.40 36.00 46.20 




Fig. C-40 (Caddy) 



SOLID MALE FLANGE, 
FOR IRON PIPE 

WITH HEXAGON 



Size Inches 


% 


% 


% 


Finished.. . .The Doz. 


$27.60 


34.20 


43.80 


Nickel Plated “ 


31.20 


37.80 


48.00 




Fig. C-42 (Caucus) 



SOLID FLANGE, 

WITH THIMBLE FOR 

LEAD PIPE i 

Size Inches y 2 % % 

Finished The Doz. $28.80 36.00 46.20 

Nickel Plated “ 32.40 39.60 50.40 



Add For Stuffing Box 



Inches y 2 % 

$ 4.80 5.40 



Size 

The Dozen 



% 

6.00 



MILWAUKEE BRASS MANUFACTURING CO. 



ORESSOfE 

iROVty 



COMPRESSION TRAY BIBBS 

SIDE HANDLE PATTERN 



SOLID MALE FLANGE, 

FOR IRON PIPE 

Size Inches y 2 % 

Finished, The Doz. $30.00 37.20 
Nickel Plated “ 33.60 40.80 

Fig. C-39 (Cattle) 




SOLID FLANGE, 
WITH THIMBLE FOR 
LEAD PIPE 

Size Inches y 2 % 

Finished, The Doz. $33.00 40.80 
Nickel Plated “ 36.60 44.40 




Fig. C-43 (Caustic) 



SOLID FLANGE, 

NUT AND BENT L. P. 

COUPLING 

Size Inches y 2 % 

Finished, The Doz. $39.00 49.80 
Nickel Plated “ 42.60 53.40 

Fig. C-47 (Cavort) 

With Rough I. P. Male Coupling, same price. 

Add For Stuffing Box 



Size Inches y 2 % 

The Dozen $4.80 5.40 
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MILWAUKEE BRASS MANUFACTURING CO. 



COMPRESSION TRAY BIBBS 

STRAIGHT PATTERN 

SOLID FLANGE, NUT AND BENT COUPLING 




Fig. C-46 (Cavern) 



With Lead Pipe or Rough I. P. Male Coupling 



Size Inches V 2 % 

Finished The Dozen $34.80 45.00 

Nickel Plated “ 38.40 48.60 



Add For Stuffing Box 

Size Inches % % 

The Dozen $ 4.80 5.40 



SOLID FLANGE, LONG THIMBLE AND LOCKNUT 




WITH CHINA BUTTON FOUR ARM HANDLE 



Fig. C-50 (Caw) 



Size Inches % % 

Finished The Dozen $70.80 79.20 

Nickel Plated “ 74.40 83.40 

With Solid Female Flange, Like Fig. C-36, Page 18 
or Solid Male Flange, Like Fig. C-38, Page 20 

Size Inches % % 

Finished The Dozen $49.80 60.00 

Nickel Plated “ 53.40 64.20 



MILWAUKEE BRASS MANUFACTURING CO. 



COMPRESSION BATH BIBBS 

WITH STUFFING BOX 



WITH SCREW ON TAIL, Fig. C-51 



Size Inches y 2 % 

Finished The Dozen $31.80 39.60 

Nickel Plated “ 35.40 43.20 



FOR IRON PIPE, Like Fig. C-3, Page 3 



Size Inches V 2 % 

Finished The Dozen $29.40 36.60 

Nickel Plated “ 33.00 40.20 



SOLID FEMALE OR MALE 
FLANGE, Like Figs. C-7 or 
C-8, Pages 6 and 7 



Size Inches y 2 % 

Finished The Dozen $35.40 43.80 

Nickel Plated “ 39.00 47.40 




Fig. C-51 (Cawl) 



THREADED FLANGE, SCREW ON 
TAIL, Like Fig. C-10, Page 8 



Size Inches y 2 % 

Finished The Dozen $39.00 48.60 

Nickel Plated “ 42.60 52.20 



SOLID FLANGE, WITH THIMBLE 
FOR LEAD PIPE, Fig. C-52 



Size Inches y 2 % 

Finished The Dozen $38.40 47.40 

Nickel Plated “ 42.00 51.00 



SOLID FLANGE, NUT AND BENT 
COUPLING, Like Fig. C-14, Page 11 



Size Inches y 2 % 

Finished The Dozen $44.40 56.40 

Nickel Plated •. “ 48.00 60.00 




Bath Bibbs are always furnished with Stuffing Box, as Pressure is always on the Cap. 





MILWAUKEE BRASS MANUFACTURING CO. 



COMPRESSION PLAIN BIBB WITH DISH SPRAY 

WITH CHINA BUTTON FOUR ARM HANDLES 



H INCH SIZE, FOR y 2 INCH OR INCH I. P. 




Fig. C-58 (Cebus) 



FOR IRON PIPE, FIG. C-58 

Finished Each $ 9.00 

Nickel Plated “ 9.50 

WITH SCREW ON TAIL, LIKE FIG. F-4, PAGE 47 

Finished Each $ 9.25 

Nickel Plated “ 9.75 

SOLID FEMALE FLANGE, LIKE FIG. F-6, PAGE 48 

Finished Each $ 9.60 

Nickel Plated “ 10.10 

SOLID MALE FLANGE, LIKE FIG. F-7, PAGE 48 

Finished Each $ 9.75 

Nickel Plated “ 10.25 

SET SCREW FLANGE, LIKE FIG. F-15, PAGE 52 

Finished Each $ 9.90 

Nickel Plated “ 10.40 

Add For Stuffing Box 

Each . . . * $ o.85 

Fig. M-52 Sprinkler, Page 186, included in price. 

The Spray Handle is furnished on either Right or Left Hand Side, as ordered. 
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MILWAUKEE BRASS MANUFACTURING C0.| 



COMPRESSION DOUBLE SINK COCK 

WITH CHINA BUTTON FOUR ARM HANDLES 
WITH UNIONS IN SHANKS 




i W i 

Fig. C-59 (Cecil) 

3% inch Centers 

WITH y z INCH IRON PIPE COUPLINGS, FIG. C-59 

Nickel Plated Each $ 9,25 

WITH SOLID FEMALE FLANGES, LIKE FIG. F-6, PAGE 48 

Nickel Plated Each $ 10 - 45 

WITH SOLID MALE FLANGES, LIKE FIG. F-7, PAGE 48 

Nickel Plated Bach $ 10 - 75 

WITH SET SCREW FLANGES, LIKE FIG. F-15, PAGE 52 

Nickel Plated Each S ' 11 - 05 

r 

Add For Stuffing Box 

Each $ °- 80 

J } 

Til 

Fig. C-159 (Cymbal) Fig. C-163 (Cytode) Fig. C-167 (Cyst) 

With Other Style Handles 

Fig. C-159, Deduct Each 

Fig. C-168, Add „ 

Fig. C-167, Add • • • 3 ' uo 

Additional Styles of Handles shown on pages 174 and 175. 





MILWAUKEE BRASS MANUFACTURING CO. 



COMPRESSION STOPS 



BOTH ENDS FOR LEAD PIPE 




Fig. C-60 (Cedar) 




STRAIGHT PATTERN 



Size Inches 


% 


y 2 


% 


% 


Rough ....The Doz. 


$16.80 


19.80 


26.40 


35.40 


Finished... “ 


18.60 


22.20 


28.80 


37.80 


Nickel Plated “ 


22.20 


25.80 


32.40 


42.00 



ANGLE PATTERN 



Size Inches 


% 


y 2 


% 


% 


Rough ....The Doz. 


$16.80 


19.80 


26.40 


35.40 


Finished. . . “ 


18.60 


22.20 


23.80 


37.80 


Nickel Plated “ 


22 20 


25.80 


32.40 


42.00 



Fig. C-61 (Ceiling) 




WITH LOOSE KEY, FIG. C-160 
Straight or Angle Pattern 



Size Inches 


% 


y 2 


% 


% 


Rough .... The Doz. 


$21.60 


25.20 


32.40 


42.60 


Finished. . . “ 


23.40 


27.60 


34.80 


45.00 


Nickel Plated “ 


27.00 


31.20 


38.40 


49.20 



Fig. C-IbU (Cycle) 



Add For Stuffing Box 

Size Inches % y 2 

The Dozen $ 4.20 4.80 



5.40 



% 

6.00 





MILWAUKEE BRASS MANUFACTURING CO. 




COMPRESSION STOPS 



FOR LEAD AND IRON PIPE 



STRAIGHT PATTERN 



Size Inches % V 2 % % 

Rough The Doz. $15.60 18.60 24.60 33.00 

Finished “ 17.40 21.00 27.00 35.40 

Nickel Plated ... . “ 21.00 24.60 30.60 39.60 




Fig. C-62 (Cell) 



ANGLE PATTERN 



Size Inches % Vz % 

Rough The Doz. $15.60 18.60 24.60 

Finished “ 17.40 21.00 27.00 

Nickel Plated.. . . “ 21.00 24.60 30.60 




WITH LOOSE KEY, FIG. C-160 
Straight or Angle Pattern 



Size Inches % Vz % % 

Rough The Doz. $20.40 24.00 30.60 40.20 

Finished “ 22.20 26.40 33.00 42.60 

Nickel Plated “ 25.80 30.00 36.60 46.80 




Fig. C-160 (Cycle) 



Add For Stuffing Box 



Size Inches % Vz % % 

The Dozen $4.20 4.80 5.40 6.00 



MILWAUKEE BRASS MANUFACTURING CO. 



COMPRESSION STOPS 




Fig. C-64 (Cement) 



BOTH ENDS FOR IRON PIPE 



STRAIGHT PATTERN 



Size . . . 


... Inches % 


y 2 


% 


% 


1 




Rough . 


. .The Doz. $14.40 


17.40 


22.80 


30.60 


54.00 


106.80 


Fin. . . 


16.20 


19.80 


25.20 


33.00 


60.00 


114.00 


N. P. .. 


19.80 


23.40 


28.80 


37.20 


66.00 


124.80 




Fig. C-65 (Censor) 



ANGLE PATTERN 



Size . . . 




% 


y 2 


% 


% 


1 


1 % 


Rough . 


. . The Doz. 


$14.40 


17.40 


22.80 


30.60 


54.00 


106.80 


Fin. . . . 


“ 


16.20 


19.80 


25.20 


33.00 


60.00 


114.00 


N. P. . . 


“ 


19.80 


23.40 


28.80 


37.20 


66.00 


124.80 




Fig. C-160 (Cycle) 



WITH LOOSE KEY, FIG. C-160 
Straight or Angle Pattern 



Size . . 


....Inches % 


y 2 


% 


% 


1 


Rough . 


. .The Doz. $19.20 


22.80 


28.80 


37.80 


78.00 


Fin. . . . 


21.00 


25.20 


31.20 


40.20 


84.00 


N. P. . . 


24.60 


28.80 


34.80 


44.40 


90.00 



Add For Stuffing Box 



Size Inches % y 2 % 

The Dozen $ 4.20 4.80 5.40 



% 1 

6.00 10.80 



1 % 

18.60 



MILWAUKEE BRASS MANUFACTURING CO. 




COMPRESSION STOPS 

MALE END, FOR IRON PIPE 



WITH ONE MALE END, FIG. C-66 



Size Inches % V2 % 

Rough The Dozen $18.00 21.00 27.60 

Finished “ 19.80 23.40 30.00 

Nickel Plated “ 23.40 27.00 33.60 



WITH TWO MALE ENDS 



Size Inches % V2 % 

Rough The Dozen $21.60 24.60 32.40 

Finished “ 23.40 27.00 34.80 

Nickel Plated “ 27.00 30.60 38.40 




Fig. C-66 (Census) 



Add For Loose Key, Fig. C-160 



Size Inches % V2 % 

The Dozen $4.80 5.40 6.00 



Add For Stuffing Box 

Size Inches % V 2 

The Dozen $4.20 4.80 



% 

5.40 






Fig. C-164 (Cynic) 



Fig. C-168 (Cytode) 



Fig. C-167 (Cyst) 



Add For China Handles 



Size Inches % V2 % 

Fig. C-164 The Dozen $ 9.00 9.00 8.40 

Fig. C-168 “ 15.00 15.00 14.40 

Fig. C-167 “ 27.00 27.00 26.40 



Additional Styles of Handles shown on pages 174 and 175. 
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MILWAUKEE BRASS MANUFACTURING CO.i 




Fig. C-67 (Centaur) 



COMPRESSION SHOWER STOPS 

ROUGH BODY, POLISHED FLANGE AND HANDLE 

BOTH ENDS FOR IRON PIPE 



WITH THREADED FLANGE 



Size Inches % % % % 1 

Finished The Dozen $27.00 30.60 38.40 48.00 90.00 

Nickel Plated ... “ 30.60 34.20 42.00 52.20 96.00 




Fig. C-68 (Cephal) 



Size 

Adds to Figs. C-67 and C-68 



Size 

Adds to Figs. C-67 and C-68 




Fig. C-160 (Cycle) 



WITH SET SCREW FLANGE 



Size Inches % V 2 % % 1 

Finished The Dozen $27.00 30.60 38.40 48.00 90.00 

Nickel Plated ... “ 30.60 34.20 42.00 52.20 96.00 



For Lead and Iron Pipe 



Both Ends For Lead Pipe 



Size Inches 



Size Inches 



% 


y 2 


% 


% 


1 


1.20 


1.20 


1.80 


2.40 


3.60 


% 


y 2 


% 


% 


1 


2.40 


2.40 


3.60 


4.80 


7.20 


Key, 


Fig. C-160 






% 


y 2 


% 


% 


1 


4.80 


5.40 


6.00 


7.20 


24.00 


tuffing Box 








% 


y 2 


% 


% 


1 


4.20 


4.80 


5.40 


6.00 


10.80 



MILWAUKEE BRASS MANUFACTURING CO. 




COMPRESSION SHOWER STOPS 



ROUGH BODY, POLISHED FLANGE AND HANDLE 



WITH CHINA BUTTON FOUR ARM HANDLE 



BOTH ENDS FOR IRON PIPE 
With Stuffing Box 



Size Inches % V2 % % 

Finished The Dozen $40.20 44.40 52.20 62.40 

Nickel Plated “ 43.80 48.00 55.80 66.60 



Without Stuffing Box 



Size Inches % % % % 

Finished The Dozen $36.00 39.60 46.80 56.40 

Nickel Plated “ 39.60 43.20 50.40 60.60 



With Set Screw Flange, like Fig. C-68, same price. 




Fig. C-69 (Cerate) 



Size 




For Lead and Iron Pipe 

Inches 


% 


V2 


% 


% 


Adds 


to Fig. C-69 




1.20 


1.20 


1.80 


2.40 






Both Ends For Lead Pipe 










Size 






% 


1/2 


% 


% 


Adds 


to Fig. C-69 


The Dozen $ 


2.40 


2.40 


3.60 


4.80 






Fig. C-168 (Cytode) 



Fig. C-166 (Cypress) 



Fig. C-167 (Cyst) 



For Other Style China Handles, Add To Fig. C-69 



Size Inches % V2 % % 

Fig. C-168 The Dozen $ 6.00 6.00 6.00 6.00 

Fig. C-166 “ 13.80 13.80 13.80 13.80 

Fig. C-167 “ 18.00 18.00 18.00 18.00 



Additional Styles of Handles shown on pages 174 and 175. 
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MILWAUKEE BRASS MANUFACTURING CO. 



COMPRESSION LAVATORY STOPS 

WITH HEAVY WHEEL HANDLE, FINISHED TWO SIDES 



BOTH ENDS FOR IRON PIPE 



Fig. C-70W (Cereal) 



Fig. C-71W (Cervix) 





Straight or Angle Pattern 



Size Inches % Vz % % 

Finished The Dozen $25.20 30.00 36.60 46.20 

Nickel Plated “ 28.80 33.60 40.20 50.40 



With Light Wheel Handle, Finished One Side, same price as with Cross Handle, page 34. 




Fig. C-164 (Cynic) 




Fig. C-168 (Cytode) 




Add For China Handles 



Size 

Fig. 




Inches 


% 


y 2 


% 


% 


C-164 


The Dozen 


$ 4.20 


3.60 


2.40 


1.20 


Fig. 

Fig. 


C-168 


“ 


10.20 


9.60 


8.40 


7.20 


C-167 


ii 


22.20 


21.60 


20.40 


19.20 



Additional Styles of Handles shown on pages 174 and 175. 
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MILWAUKEE BRASS MANUFACTURING CO. 



COMPRESSION LAVATORY STOPS 

WITH HEAVY WHEEL HANDLE, FINISHED TWO SIDES 



ONE END FOR SLIP JOINT 



Straight Pattern 



Size, Body 




Inches 


% 


% 


y 2 


% 


Size, I. P. 


Thread 


. Inches 


% 


v 2 


y 2 


% 


Size, Slip 


Joint 


. Inches 


& to \b 


l 7 ff to tt 


% to % 


% to 1 


Finished . 




Dozen 


$28.20 


28.20 


34.80 


45.60 


Nickel Plated .... 


“ 


31.80 


31.80 


38.40 


49.20 




Fig. C-72-W (Cessant) 



Angle Pattern 



Size, Body 




Inches 


% 


% 


y 2 


% 


Size, I. P. 


Thread 


. Inches 


% 


y 2 


y 2 


% 


Size, Slip 


Joint 


. Inches 


i 7 s to H 


i 7 « to n 


% to % 


% to 1 


Finished . 


The 


Dozen 


$28.20 


28.20 


34.80 


45.60 


Nickel Plated .... 


“ 


31.80 


31.80 


38.40 


49.20 




Fig. C-73W (Cessor) 



Prices include Rubber Washers and Brass Friction Rings. 



When ordering state OUTSIDE Diameter of Tubing for Slip Joint. 



With Light Wheel Handle, Finished One Side, same price as with Cross Handle, page 34. 
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MILWAUKEE BRASS MANUFACTURING CO. 



COMPRESSION LAVATORY STOPS 

WITH CROSS HANDLE 



BOTH ENDS FOR IRON PIPE 




Fig. C-70X (Cest) 



Straight or Angle Pattern 



With Stuffing Box 

Size ....Inches % Y 2 % 

Fin. ...The Doz. $22.80 27.60 34.20 

N. P... “ 26.40 31.20 37.80 



Without Stuffing Box 

Size Inches % V2 % 

Fin.... The Doz. $18.60 22.80 28.80 

N. P... “ 22.20 26.40 32.40 



% 

43.80 

48.00 



% 

37.80 

42.00 




1 



Fig. C-71X (Cestode) 



ONE END FOR SLIP JOINT 



Straight or Angle Pattern 




With Stuffing Box 



Size, 


Body 


% 


% 


V2 


% 


I. P. 


Thread . . . 


% 


V2 


y 2 


% 


Slip . 


Joint 


tO 


•ik to } i 


% to % 


% tol 


Fin... 


.The Doz. 


$25.80 


25.80 


32.40 


43.20 


N. P. 




29.40 


29.40 


36.00 


46.80 



Without Stuffing Box 



Size, Body 


% 


% 


y 2 


% 


I. P. Thread . . . 


% 


y 2 


y 2 


% 


Slip Joint 


TG tO j& 


i 7 ff to li 


% to % 


% tol 


Fin. ...The Doz. 


$21.60 


21.60 


27.60 


37.80 


N. P... 


25.20 


25.20 


31.20 


41.40 



Fig. C-72X (Cestoid) 




Fig. C-73X (Ceston) 



Prices include Rubber Washers and Brass Friction Rings. 



When ordering state OUTSIDE Diameter of Tubing for Slip Joint. 

With Light Wheel Handle, Finished One Side, same price as with Cross Handle. 
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MILWAUKEE BRASS MANUFACTURING CO. 




COMPRESSION LAVATORY STOPS 

WITH LOOSE KEY 




Fig. C-70K (Cestum) 



BOTH ENDS FOR IRON PIPE 
Straight or Angle Pattern 



With Stuffing Box 

Size Inches % Yz % % 

Fin The Doz. $25.20 30.00 36.60 46.20 

N. P... “ 28.80 33.60 40.20 50.40 



Without Stuffing Box 

Size Inches % Yz % % 

Fin The Doz. $21.00 25.20 31.20 40.20 

N. P. . . “ 24.60 28.80 34.80 44.40 





Fig. C-72K (Cestuy) 



ONE END FOR SLIP JOINT 
Straight or Angle Pattern 



With Stuffing Box 



Size, Body .... % % Yz % 

I. P. Thread... % Yz V 2 % 

Slip Joint ft to ft ft to ft % to % % to 1 

Fin. . .The Doz. $28.20 28.20 34.80 45.60 

N. P. . “ 31.80 31.80 38.40 49.20 

Without Stuffing Box 

Size, Body .... % % Yz % 

I. P. Thread ... % Yz Yz % 

Slip Joint ft to ft ft to ft % to % % to 1 

Fin... The Doz. $24.00 24.00 30.00 40.20 

N. P.. “ 27.60 27.60 33.60 43.80 




Fig. C-73K (Cesure) 



Prices include Rubber Washers and Brass Friction Rings. 

When ordering state OUTSIDE Diameter of Tubing for Slip Joint. 
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MILWAUKEE BRASS MANUFACTURING CO. 



COMPRESSION LAVATORY STOPS 



COMPACTO PATTERN 




BOTH ENDS FOR IRON PIPE 
Straight or Angle Pattern 
WITH % OR y 2 INCH I. P. THREADS 



Tee 

Handle 

Fin TI 10 Doz. $18.60 

N. P.. “ 22.20 



Cross or Loose 
Wheel Handle Key 



21.00 

24.60 



23.40 

27.00 




Fig. C-7V/ 2 (Cetene) 



1 

♦ 



WITH SLIP JOINT, T V TO T % INCH O. D. 



Straight or Angle Pattern 




Fig. C-72/ z (Cetic) 



WITH % OR y 2 INCH I. P. THREAD 



Tee Cross or I.oose 

Handle Wheel Handle Key 

Fin The Doz. $19.20 21.60 24.00 

N. P “ 22.80 25.20 27.60 



Prices include Rubber Washers 
and Brass Friction Rings. 




When ordering state OUTSIDE Diameter of Tubing for Slip Joint. 



The Compacto Stop combines economy of design with neat appearance, 
strength and full waterway. 

The Combination Cap affords a larger Packing Chamber than the ordinary 
type of stuffing box and is provided with a Braided Ring Packing which makes a 

perfect joint. 

This Cap can be taken up readily and can be repacked easily with ordinary 
Wick Packing. 

The Stem is provided with a Square Thread of large diameter and all the 
threads are always engaged, whether open or closed, thus minimizing the wear. 

The Slip Joint has a large beveled Cavity and a conical pure rubber Gasket 
with brass Friction Ring, thus making a very tight joint. Lugs are provided in 
the Slip Joint end to prevent the Tubing from entering the Seat Chamber. 
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MILWAUKEE BRASS MANUFACTURING CO. 



COMPRESSION STOP AND WASTES 



NON-REVERSIBLE 



BOTH 


ENDS 


FOR 


LEAD 


' PIPE 


Size 


. . Inches 


y 2 


% 


% 


1 


Rough ....The Doz. 


$31.80 


39.00 


48.60 


84.00 


Finished . . 


“ 


34.20 


41.40 


51.00 


90.00 


Nickel Pl’d. 


“ 


37.80 


45.00 


55.20 


96.00 




Fig. C-76 (Cetus) 



FOR LEAD AND IRON PIPE 

Size Inches % % % 1 

Rough ... .The Doz. $30.60 37.20 46.20 80.40 
Finished... “ 33.00 39.60 43.60 86.40 

Nickel Pl’d. “ 36.60 43.20 52.80 92.40 



Fig. C -77 will be furnished to waste from Iron 
Pipe End unless ordered otherwise. 




Fig. C -77 (Cetyl) 



BOTH 


ENDS 


FOR 


IRON 


PIPE 


Size 


. .Inches 


y 2 


% 


% 


1 


Rough .... The Doz. 


$29.40 


35.40 


43.80 


76.80 


Finished . . . 


“ 


31.80 


37.80 


46.20 


82.80 


Nickel Pl’d. 


“ 


35.40 


41.40 


50.40 


88.80 




Fig. C-78 (Ceylon) 
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MILWAUKEE BRASS MANUFACTURING C0.| 



COMPRESSION STOP AND WASTES 



REVERSIBLE PATTERN 



BOTH ENDS FOR IRON PIPE 




Fig. C-79 (Ceyx) 



Rough Body, With Iron Wheel Handle 



Size Inches V 2 % % 1 

The Dozen $32.40 38.40 46.80 84.00 



Polished Body, With Brass Tee Handle 



Size 


j y 


% 


% 


1 


Finished 


. .The Dozen $34.80 


40.80 


49.20 


90.00 


Nickel Plated . 


38.40 


44.40 


53.40 


96.00 






For Lead and Iron Pipe 

Size Inches V 2 

Adds to Pig. C-79 The Dozen $ 1.20 



% % 1 

1.80 2.40 3.60 



Both Ends For Lead Pipe 

Size Inches y 2 

Adds to Fig. C-79 The Dozen $ 2.40 



% % 

3.60 4.80 



1 

7.20 



COMPRESSION BOILER DRAIN COCK 




Fig. C-89 (Cincture) 
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MILWAUKEE BRASS MANUFACTURING CO. 



COMPRESSION SILL COCKS 

FOR y 2 INCH OR % INCH IRON PIPE 



WITH IRON WHEEL OR BRASS 
TEE HANDLE 

Rough, Nickel Plated The Dozen $25.20 

Finished “ 25.20 

Nickel Plated “ 29.40 



WITH BRASS WHEEL OR LOOSE 
KEY 



Rough, Nickel Plated The Dozen $30.00 

Finished “ 30.00 

Nickel Plated “ 34.20 




WITH IRON WHEEL OR BRASS 
TEE HANDLE 

Rough, Nickel Plated The Dozen $32.40 

Finished “ 32.40 

Nickel Plated “ 36.60 



WITH BRASS WHEEL OR LOOSE 
KEY 



Rough, Nickel Plated The Dozen $37.20 

Finished “ 37.20 

Nickel Plated “ 41.40 




WITH IRON WHEEL OR BRASS 
TEE HANDLE 

Rough, Nickel Plated The Dozen $30.00 

Finished “ 30.00 

Nickel Plated " 34.20 

WITH BRASS WHEEL OR LOOSE 

KEY 




Rough, Nickel Plated 

Finished 

Nickel Plated 



The Dozen $34.80 
34.80 
39.00 
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Fig. C-82 (Cider) 




MILWAUKEE BRASS MANUFACTURING CO. 



COMPRESSION SILL COCKS 

FOR i/ 2 INCH OR % INCH IRON PIPE 




WITH IRON WHEEL OR BRASS 
TEE HANDLE 

Rough, Nickel Plated The Dozen $34.20 

Finished “ 34.20 

Nickel Plated “ 38.40 



WITH BRASS WHEEL OR LOOSE 
KEY 



Rough, Nickel Plated The Dozen $39.00 

Finished “ 39.00 

Nickel Plated “ 43.20 




Fig. C-84 (Cilia) 



WITH IRON WHEEL OR BRASS 
TEE HANDLE 

Rough, Nickel Plated The Dozen $35.00 

Finished “ 36.00 

Nickel Plated “ 40.20 



WITH BRASS WHEEL OR LOOSE 
KEY 



Rough, Nickel Plated The Dozen $40.80 

Finished “ 40.80 

Nickel Plated “ 45.00 




WITH IRON WHEEL OR BRASS 
TEE HANDLE 

Rough, Nickel Plated The Dozen $28.80 

Finished “ 28.80 

Nickel Plated “ 33.00 



WITH BRASS WHEEL OR LOOSE 
KEY 



. The Dozen $33.60 
33.60 
37.80 



Fig. C-85 (Cimbal) 
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Rough, Nickel Plated 

Finished 

Nickel Plated 





MILWAUKEE BRASS MANUFACTURING C0.| 




COMPRESSION SILL COCKS 

FOR y 2 INCH OR % INCH IRON PIPE 



WITH IRON WHEEL OR BRASS 
TEE HANDLE 

Rough, Nickel Plated The Dozen $37.80 

Finished “ 37.80 

Nickel Plated “ 42.00 



WITH BRASS WHEEL OR LOOSE 
KEY 



Rough, Nickel Plated The Dozen $42.60 

Finished “ 42.60 

Nickel Plated “ 46.80 




Fig. C-86 (Cimex) 



COMPACTO PATTERN, WITH I. P. MALE THREAD 

WITH LOOSE FLANGE 



WITH IRON WHEEL OR BRASS 
TEE HANDLE 

Rough, Nickel Plated The Dozen $21.60 

Finished “ 21.60 

Nickel Plated “ 25.20 

WITH BRASS WHEEL OR LOOSE 
KEY 

Rough, Nickel Plated The Dozen $24.60 

Finished “ 24.60 

Nickel Plated “ 28.20 




Fig. C-87 (Cinch) 



WITHOUT FLANGE 



WITH IRON WHEEL OR BRASS 
TEE HANDLE 



Rough, Nickel Plated The Dozen $19.80 

Finished “ 19.80 

Nickel Plated “ 23.40 



WITH BRASS WHEEL OR LOOSE 
KEY 



The Dozen $22.80 
22.80 
26.40 




Rough, Nickel Plated 

Finished 

Nickel Plated 
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Fig. C-88 (Cinclid) 



MILWAUKEE BRASS MANUFACTURING CO. 



COMPRESSION HOPPER COCKS 

STRAIGHT PATTERN 

ROUGH BODY, POLISHED FLANGE AND HANDLE 




Fig. C-90 (Cinder) 




BOTH ENDS FOR LEAD PIPE 



Size Inches y 2 % 

Finished The Dozen $28.80 35.40 

Nickel Plated ... “ 32.40 39.00 



BOTH ENDS FOR IRON PIPE 



Size Inches y 2 % 

Finished The Dozen $26.40 31.80* 

Nickel Plated .... “ 30.00 35.40 



FOR LEAD AND IRON PIPE 



Size Inches y 2 % 

Finished The Dozen $27.60 33.60 

Nickel Plated ... . “ 31.20 37.20 



Add For Stuffing Box 

Size y% % 

The Dozen $ 4.80 5.40 



y 



Fig. C-91 (Cingle) 
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MILWAUKEE BRASS MANUFACTURING C0.| |^VEQ 



COMPRESSION HOPPER COCKS 

ANGLE PATTERN 

ROUGH BODY, POLISHED FLANGE AND HANDLE 



BOTH ENDS FOR LEAD PIPE 



Size Inches y 2 % 

Finished The Dozen $28.80 35.40 

Nickel Plated “ 32.40 39.00 




BOTH ENDS FOR IRON PIPE 



Size Inches y 2 

Finished • • The Dozen $26.40 



Nickel Plated 



30.00 



31.80 

35.40 




FOR LEAD AND IRON PIPE 



Size Inches y 2 % 

Finished The Dozen $27.60 33.60 

Nickel Plated “ 31.20 37.20 



Add For Stuffing Box 



Size Inches y 2 % 

The Dozen $ 4.80 5.40 
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MILWAUKEE BRASS MANUFACTURING CO. 



COMPRESSION URINAL COCKS 

FOR IRON PIPE 




Fig. C-97 (Cistern) 



WITH BELL FOR CHINA SPUD 



With Tee Handle, Fig. C-97 

Size Inches y 2 

Finished The Dozen $27.00 

Nickel Plated “ 30.60 



With Loose Key, Like Fig. C-26, Page 16 

Size Inches y 2 

Finished The Dozen $32.40 

Nickel Plated “ 36.00 



WITH UNION NUT FOR BRASS SPUD 

(Regular Thread 1 inch I. P.) 




With Tee Handle, Fig. C-98 

Size Inches y 2 

Finished •• The Dozen $34.20 

Nickel Plated “ 37.80 



With Loose Key, Like Fig. C-26, Page 16 

Size Inches y 2 

Finished The Dozen $39.60 

Nickel Plated “ 43.20 



Add For Stuffing Box 

The Dozen 



4.80 



For Lead Pipe, Like Fig. D-16, Page 78 



Fig. C-98 (Cirrus) 



Adds to Figs. C-97 and C-98 The Dozen $ 1.20 



Union Nut For Brass Spud 

Adds to Figs. C-97, C-99 and C-100. 



The Dozen $ 7.20 
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MILWAUKEE BRASS MANUFACTURING CO. 




COMPRESSION URINAL COCKS 

SOLID FLANGE, WITH THIMBLE FOR LEAD PIPE 




With Tee Handle, Fig. C-99 

Size Inches % 

Finished The Dozen $37.80 

Nickel Plated “ 41.40 



With Loose Key, Like Fig. C-26, Page 16 

Size Inches V 2 

Finished The Dozen $43.20 

Nickel Plated “ 4 6-80 

Solid Male Flange, For Iron Pipe, Fig. C-99 
Without L. P. Thimble 

Deducts from Fig. C-99 The Dozen $ 3.00 



Fig. C-99 Citron) 



SOLID FLANGE, NUT AND BENT L. P. COUPLING 




With Tee Handle, Fig. C-100 

gi ze Inches V 2 

Finished The Dozen $45.00 

Nickel Plated “ 48 - 60 

With Loose Key, Like Fig. C-26, Page 16 

Si ze Inches V 2 

Finished The Dozen $50.40 

Nickel Plated “ 54 - 00 

With Rough Male I. P. Coupling, same price. 



Fig. C-100 (Civet) 



Add For Stuffing Box 



The Dozen 



$4.80 
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MILWAUKEE BRASS MANUFACTURING CO. 



FULLER BIBBS 




Fig. F-2 (Fabric) 



FOR LEAD PIPE 



Plain Bibbs 

Size Inches % % % 1 

Finished The Doz. $24.60 29.40 40.80 75.60 

Nickel Plated “ 29.40 34.20 48.00 84.60 



Hose Bibbs 

Size Inches % % % 1 

Finished The Doz. $28.20 33.00 44.40 84.00 

Nickel Plated “ 33.00 37.80 51.60 93.00 




Fig. F-3 (Facade) 



FOR IRON PIPE 



Plain Bibbs 

Size Inches % % % 1 

Finished The Doz. $23.40 27.60 38.40 72.00 

Nickel Plated “ 28.20 32.40 45.60 81.00 



Hose Bibbs 

\ 

Size Inches % % % 1 

Finished The Doz. $27.00 31.20 42.00 80.40 

Nickel Plated “ 31.80 36.00 49.20 89.40 

i 



Without Shanks, Deduct From Fig. F-3 



Size Inches V 2 % % 1 

The Dozen $ 3.6O 4.20 6.00 7.20 



46 



I 





MILWAUKEE BRASS MANUFACTURING CO. 



FULLER BIBBS 



WITH SCREW ON TAIL 



Plain Bibbs 



Size . 


Inches y 2 


% 


% 


1 


Fin. . . 


.The Doz. $26.40 


31.20 


44.40 


81.60 


N. P.. 


31.20 


36.00 


51.60 


90.60 



Hose Bibbs 



Size . 




% 


% 


1 


Fin. . . 


.The Doz. $30.00 


34.80 


48.00 


90.00 


N. P.. 


34.80 


39.60 


55.20 


99.00 




Fig. F-4 (Factum) 




Figs. F-169, F-171 or F-172 



Add For China Handles 



The Dozen $9.00 



Additional Styles of Handles shown on page 176. 
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MILWAUKEE BRASS MANUFACTURING CO. 



FULLER BIBBS 

SOLID FEMALE FLANGE, FOR IRON PIPE 




Fig. F-6 (Fagot) 



Plain Bibbs 



Size . 




% 


% 


1 


Fin . . . 


.The Doz. $29.40 


34.80 


47.40 


85.20 


N. P.. 


34.20 


39.60 


54.60 


94.20 



Hose Bibbs 



Size . 




% 


% 


1 


Fin. . . 


.The Doz. $33.00 


38.40 


51.00 


93.60 


N. P.. 


37.80 


43.20 


58.20 


102.60 



SOLID MALE FLANGE, FOR IRON PIPE 



WITH HEXAGON 




Plain Bibbs 



Size . 


. ...Inches y 2 


% 


% 


1 


Fin . . . 


.The Doz. $31.20 


36.60 


49.20 


88.20 


N. P.. 


36.00 


41.40 


56.40 


97.20 



Hose Bibbs 



Size . 


Inches y 2 


% 


% 


1 


Fin. . . 


. The Doz. $34.80 


40.20 


52.80 


96.60 


N. P.. 


39.60 


45.00 


60.00 


105.60 



Fig. F-7 (Fairy) 



WITHOUT HEXAGON 



Size Inches V 2 % % 1 

Deducts from Fig. F-7 The Dozen $ 1.80 1.80 1.80 3.00 
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MILWAUKEE BRASS MANUFACTURING CO. | JrqVE 



RESSURE 



FULLER BIBBS 



THREADED FLANGE, FOR IRON PIPE 



Plain Bibbs 



Size Inches V 2 % % 1 

Fin The Doz. $30.60 36.60 48.00 87.00 

N p “ 35.40 41.40 55.20 96.00 



Hose Bibbs 

Size Inches % % % I 

Fin The Doz. $34.20 40.20 51.60 95.40 

N. P “ 39.00 45.00 58.80 104.40 




Fig. F-8 (Faith) 




Fig. F-169 (Fury) Fig. F-171 (Furze) 




Fig. F-172 (Fuse) 



Figs. F-169, F-171 or F-172 



Add For China Handles 



The Dozen $9.00 



Additional Styles of Handles shown on page 176. 
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MILWAUKEE BRASS MANUFACTURING CO. 



FULLER BIBBS 

DEEP SET SCREW FLANGE, FOR IRON PIPE 




Fig. F-9 (Fakir) 



Plain Bibbs 

Size Inches V 2 % % 

Finished The Doz. $31.80 38.40 50.40 

Nickel Plated.. “ 36.60 43.20 57.60 



Hose Bibbs 

Size Inches % % % 

Finished The Doz. $35.40 42.00 54.00 

Nickel Plated.. “ 40.20 46.80 61.20 



DEEP THREADED FLANGE, FOR IRON PIPE 




Plain Bibbs 

Size Inches V 2 % % 

Finished The Doz. $31.80 38.40 50.40 

Nickel Plated.. “ 36.60 43.20 57.60 



Hose Bibbs 

Size Inches V 2 % % 

Finished The Doz. $35.40 42.00 54.00 

Nickel Plated.. “ 40.20 46.80 61.20 



Fig. F-10 (Falcon) 





MILWAUKEE BRASS MANUFACTURING CO. 




FULLER BIBBS 



THREADED FLANGE, SCREW ON TAIL 



Plain Bibbs 

Size Inches y 2 % 

Fin The Doz. $33.60 40.20 

N. P “ 38.40 45.00 



Hose Bibbs 

Size Inches y 2 % 

Fin The Doz. $37.20 43.80 

N. P “ 42.00 48.60 





Fig. F-169 (Fury) 



Fig. F-171 (Furze) 




Fig. F-172 (Fuse) 




Figs. F-169, F-171 or F-172 



Add For China Handles 



The Dozen $9.00 



Additional Styles of Handles shown on page 176. 
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'ESSURf 

□VEDi 



MILWAUKEE BRASS MANUFACTURING CO. 



FULLER BIBBS 



SET SCREW FLANGE. FOR IRON PIPE 




Fig. F-15 (Famous) 



Plain Bibbs 

Size Inches V 2 

Finished The Doz. $33.60 

Nickel Plated... “ 38.40 



Hose Bibbs 

Size Inches V 2 

Finished The Doz. $37.20 

Nickel Plated... “ 42.00 



Without Flanges, Deduct From Fig. F-15 



Size Inches Ms 

Finished or Nickel Plated The Dozen $ 5.40 



% 

39.00 

43.80 



% 

42.60 

47.40 



% 

6.00 



Deep Flange, Like On Fig. F-9, Page 50 

Size Inches V 2 % 

Adds to Fig. F-15 The Dozen $ 1.20 1.80 



COLLAR FLANGE, FOR IRON PIPE 




Plain Bibbs 

Size Inches V 2 

Finished The Doz. $36.60 

Nickel Plated... “ 41.40 



Hose Bibbs 

Size Inches y 2 

Finished The Doz. $40.20 

Nickel Plated... “ 45.00 



% 

43.80 

48.60 



% 

47.40 

52.20 



All of our Fuller Work is now furnished with Cap like on Fig. F-18. 




MILWAUKEE BRASS MANUFACTURING CO. 



FULLER BIBBS 



THREADED FLANGE, FOR LEAD PIPE 



Plain Bibbs 



Size Inches V 2 % 

Fin The Doz. $31.80 38.40 

N. P “ 36.60 43.20 



Hose Bibbs 



Size Inches V 2 % 

Fin The Doz. $35.40 42.00 

N. P “ 40.20 46.80 



% 

50.40 

57.60 



% 

54.00 

61.20 




Fig. F-13 (Fame) 



With Set Screw Flange, like on Fig. F-15, page 52, same price. 




Fig. F-169 (Fury) 





C 

0 

L 

D 

• JB 

Fig. F-172 (Fuse) 



Add For China Handles 

Figs. F-169, F-171 or F-172 The Dozen $9.00 

Additional Styles of Handles shown on page 176. 
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PRESSURE 

iroVED 



MILWAUKEE BRASS MANUFACTURING CO. 



FULLER BIBBS 



SOLID FLANGE, WITH THIMBLE FOR LEAD PIPE 




Plain Bibbs 



Size . . . 


Inches y 2 


% 


% 


Fin 


...The Doz. $32.40 


38.40 


51.60 


N. P. . . . 


37.20 


43.20 


58.80 


; 


Hose Bibbs 






f Size . . . 


Inches y 2 


% 


% 


Fin 


...The Doz. $36.00 


42.00 


55.20 


N. P.. . . 


40.80 


46.80 


62.40 




SOLID FLANGE, NUT AND BENT L. P. COUPLING 



Plain Bibbs 



blze Inches y 2 % 

Finished The Dozen $41.40 50.40 

Nickel Plated “ 46 .20 55.20 



Size 

Finished 

Nickel Plated 



Hose Bibbs 



.... Inches y 2 
The Dozen $45.00 
“ 49.80 



% 

54.00 

58.80 



With Rough Male I. P. Coupling, same price. 
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MILWAUKEE BRASS MANUFACTURING CO. 



n ressure 
l R OV t, U 



FULLER BIBBS 

THREADED FLANGE, NUT AND BENT L. P. COUPLING 




Plain Bibbs 



Size Inches V 2 % 

Finished The Dozen $48.60 59.40 

Nickel Plated “ 53 - 40 64 - 20 

Hose Bibbs 

Size Inches V 2 % 

Finished The Dozen $52.20 63.00 

Nickel Plated “ 57.00 67.80 



With Rough Male I. P. Coupling, same price. 




Fig. F-169 (Fury) Fig. F-171 (Furze) Fig. F-172 (Fuse) 

Add For China Handles 

Figs. F-169, F-171 or F-172 The Dozen $9.00 

Additional Styles of Handles shown on page 176. 
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ISSURE 

> v t y 



MILWAUKEE BRASS MANUFACTURING CO. 



FULLER EXTENSION BIBBS 

THREADED FLANGE, FOR IRON PIPE 



CENTER OF SPOUT TO FLANGE, 6 INCHES 



i 




Plain Bibbs 



Size Inches y 2 % % 

Fin The Doz. $39.60 48.00 66.60 

N. P. . . . “ 44.40 52.80 73.80 



Hose Bibbs 



Size Inches y 2 % % 

Fin The Doz. $43.20 51.60 70.20 

N. P “ 48.00 56.40 77.4G- 



CENTER OF SPOUT TO FLANGE, 8 INCHES 




Plain Bibbs 



Size Inches V 2 % % 

Finished The Dozen $46.80 55.20 73.80 

Nickel Plated “ 51.60 60.00 81.00 



Hose Bibbs 



Size Inches V 2 % % 

Finished The Dozen $50.40 58.80 77.40 

Nickel Plated “ 55.20 63.60 84.60 



Other lengths can be obtained by using the regular Fuller Bibbs shown on pages 46 to 55 with the 

Extensions shown on page 177. 

Add For China Handles 

The Dozen $9.00; 
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MILWAUKEE BRASS MANUFACTURING CO. 




FULLER LONG SPOUT SINK BIBBS 




FOR IRON PIPE 



Plain Bibbs 

Size Inches % 

Finished The Dozen $52.80 

Nickel Plated “ 60.00 



Hose Bibbs 



Size Inches % 

Finished The Dozen $56.40 

Nickel Plated “ 63.60 



Fig. F-45 (Fay) 



Female Flange, Like Fig. F-6, Page 48 

Adds to Fig. F-45 The Dozen $ 9.00 



Male Flange, Like Fig. F-7, Page 48 

Adds to Fig. F-45 The Dozen $10.80 

SOLID FLANGE, LONG THIMBLE AND LOCKNUT 




Plain Bibbs 



Size Inches % 

Finished The Dozen $82.80 



Nickel Plated 



Hose Bibbs 



Size Inches % 

Finished The Dozen $36.40 



Nickel Plated 



The Dozen 



Add For China Handles 



$ 9.00 



MILWAUKEE BRASS MANUFACTURING CO. 



FULLER TRAY BIBBS 




Fig. F-22 (Farce) 



FOR LEAD PIPE 

Size Inches y 2 % % 

Fin The Doz. $27.00 33.00 45.60 

N. P “ 31.80 37.80 52.80 




Fig. F-23 (Fardel) 



FOR IRON PIPE 



Size Inches y 2 % % 

Fin The Doz. $25.80 31.20 43.20 

N. P “ 30.60 36.00 50.40 



Without Shanks, Deduct From Fig. F-23 



Size Inches y 2 % % 

The Dozen $ 3 . 60 4.20 6.00 




Fig. F-24 (Farewell) 



WITH SCREW ON TAIL 



Size Inches % % % 

Fin The Doz. $28.80 34.80 49.20 

N. P “ 33.60 39.60 56.40 



Add For Hose End 



Size Inches y 2 % % 

The Dozen $ 9.00 9.00 9.00 
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MILWAUKEE BRASS MANUFACTURING CO. 




FULLER TRAY BIBBS 



SOLID FEMALE FLANGE, 
FOR IRON PIPE 

Size Inches % % % 

Finished The Doz. $31.80 38.40 52.20 

Nickel Plated.. “ 36.60 43.20 59.40 




Fig. F-26 (Farmer) 



SOLID MALE FLANGE, 
FOR IRON PIPE 

With Hexagon, Fig. F-27 



Size Inches y 2 % % 

Finished The Doz. $33.60 40.20 54.00 

Nickel Plated.. 41 38.40 45.00 61.20 



Without Hexagon, Like Fig. F-34, 



Page 60 

Size Inches V 2 % % 

Finished The Doz. $31.80 38.40 52.20 

Nickel Plated.. “ 36.60 43.20 59.40 




Fig. F-27 (Faro) 




Add For Hose End 



Size Inches % % % 

The Dozen $ 9.00 9.00 9.00 
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MILWAUKEE BRASS MANUFACTURING CO. 



FULLER TRAY BIBBS 




THREADED FLANGE, 
SCREW ON TAIL 



Size Inches y 2 % % 

Fin The Doz. $36.00 43.80 58.80 

N. P “ 40.80 48.60 66.00 



Fig. F-32 (Fashion) 




THREADED FLANGE, 
FOR LEAD PIPE 



Size Inches y 2 % % 

Fin The Doz. $34.20 42.00 55.20 

N. P “ 39.00 46.80 62.40 



Fig. F*33 (Fasting) 




Fig. F-34 (Fatal) 



SOLID FLANGE, 
WITH THIMBLE FOR 



LEAD PIPE 

Size Inches % % % 

Fin The Doz. $34.80 42.00 56.40 

N. P “ 39.60 46.80 63.60 



Add For Hose End 



Size Inches y 2 % % 

The Dozen $ 9.00 9.00 9.00 



00 



MILWAUKEE BRASS MANUFACTURING CO. 



IESSURE 

OVED 



FULLER TRAY BIBBS 

SOLID FLANGE, NUT AND BENT COUPLING 




Fig. F-36 (Fate) 



With Lead Pipe or Rough I. P. Male Coupling 

Size Inches V 2 % 

Finished The Dozen $43.80 54.00 

Nickel Plated “ 48.60 58.80 

Add For Hose End 



Size Inches V 2 % 

The Dozen $ 9.00 9.00 



For Fuller Tray Bibbs Not Illustrated, 

Add To Corresponding Plain Bibbs, Pages 46 to 55 



Size Inches V2 % % 

The Dozen $2.40 3.60 4.80 
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MILWAUKEE BRASS MANUFACTURING CO. 



FULLER BATH BIBBS 




SOLID FEMALE FLANGE, FOR IRON PIPE 



Size 


.... Inches 


y 2 


% 


Finished 


. . The Doz. 


$38.40 


46.80 


Nickel Plated . 




43.20 


51.60 



Fig. F-41 (Fathom) 




THREADED FLANGE, SCREW ON TAIL 



Size Inches % 

Finished The Doz. $42.60 52.20 

Nickel Plated ... “ 47.40 57.00 



Fig. F-42 (Fault) 



For Fuller Bath Bibbs Not Illustrated, 

Add To Corresponding Plain Bibbs, Pages 46 to 55 



Size Inches y 2 % 

The Dozen $ 9.00 12.00 



With Tee Handle, same price. 




MILWAUKEE BRASS MANUFACTURING CO. 



FULLER BATH BIBBS 

SOLID FLANGE. NUT AND BENT COUPLING 




With Lead Pipe or Rough I. P. Male Coupling 



Size Inches V 2 % 

Finished The Dozen $50.40 62.40 

Nickel Plated “ 55.20 67.20 



With Tee Handle, same price. 




C 

0 

V 

Fig. F-169 (Fury) 




Fig. F-171 (Furze) 




Fig. F-172 (Fuse) 



Figs. F-169, F-171 or F-172 



Add For China Handles 



The Dozen $9.00 



Additional Styles of Handles shown on page 176. 





MILWAUKEE BRASS MANUFACTURING CO. 



FULLER STOPS 




Both Ends For Lead Pipe, Fig. F-50 

Size Inches y 2 % % 

Rough The Doz. $39.00 46.80 66.00 

Finished ... “ 41.40 49.20 68.40 

Nickel Plated “ 46.20 54.00 75.60 



For Lead and Iron Pipe 



Size 




y 2 


% 


% 


Rough 


The Dozen 


$37.80 


45.00 


63.60 


Finished 


“ 


40.20 


47.40 


66.00 


Nickel Plated 


“ 


45.00 


52.20 


73.20 



Size 

Rough 

Finished .... 
Nickel Plated 



Both Ends For Iron Pipe 



Inches 


y 2 


% 


% 


. . The Dozen 


$36.60 


43.20 


61.20 




39.00 


45.60 


63.60 


“ 


43.80 


50.40 


70.80 



FULLER BALL COCKS 




Size Inches y 2 % 34 

The Dozen $36.00 42.00 63.00 
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MILWAUKEE BRASS MANUFACTURING CO. 




FULLER HOPPER COCKS 



FULLER URINAL COCKS 



ROUGH BODY, POLISHED FLANGE AND 




HANDLE 




Fig. F-52 (Feed) 



Fig. F-54 (Felon) 



Both Ends For Lead Pipe, Fig. F-52 

Size Inches ^ 

Finished The Dozen $48.00 

Nickel Plated “ 52.80 

For Lead and Iron Pipe 

Size Inches y 2 

Finished The Dozen $46.80 

Nickel Plated “ 51.60 

Both Ends For Iron Pipe 

Size Inches y 2 

Finished The Dozen $45.60 

Nickel Plated “ 50.40 



For Lead Pipe, Fig. F-54 

Size Inches y 2 

Finished The Dozen $49.20 

Nickel Plated “ 54.00 

For Iron Pipe 

Size Inches y 2 

Finished The Dozen $48.00 

Nickel Plated “ 52.80 



Union Nut For Brass Spud, 

Like Fig. C-98, Page 44 

Adds to Fig. F-54 The Dozen $ 7.20 
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PRESSURE 

Proved 



MILWAUKEE BRASS MANUFACTURING CO. 



TELEGRAPH SELF CLOSING BIBBS 




Fig. T-2 (Table) 



FOR LEAD PIPE 



Plain Bibbs 



Size 


. . . Inches 


% 


y 2 


% 


% 


Finished 


The Doz. 


$25.80 


27.00 


34.20 


45.00 


Nickel Plated 


“ 


31.80 


33.00 


40.20 


52.80 




Hose 


Bibbs 








Size 




% 


y 2 


% 


% 


Finished 


The Doz. 


$28.80 


30.00 


37.20 


48.00 


Nickel Plated 


“ 


34.80 


36.00 


43.20 


55.80 




Fig. T-3 (Tack) 



FOR IRON PIPE 



Plain Bibbs 



Size 




% 


V 2 


% 


% 


Finished 


The Doz. 


$24.60 


25.80 


32.40 


42.60 


Nickel Plated 


“ 


30.60 


31.80 


38.40 


50.40 




Hose 


Bibbs 








Size 




% 


y 2 


% 


% 


Finished 


The Doz. 


$27.60 


28.80 


35.40 


45.60 


Nickel Plated 


“ 


33.60 


34.80 


41.40 


53.40 




Fig. T-4 (Tadpole) 



WITH SCREW ON TAIL 



Plain Bibbs 



Size 


. . . Inches 


% 


y 2 


% 


% 


Finished 


The Doz. 


$27.00 


28.20 


35.40 


46.80 


Nickel Plated 


“ 


33.00 


34.20 


41.40 


54.60 




Hose 


Bibbs 








Size 




% 


y 2 


% 


% 


Finished 


The Doz. 


$30.00 


31.20 


38.40 


49.80 


Nickel Plated 


“ 


36.00 


37.20 


44.40 


57.60 



For Detachable Shanks 



Inches y 2 

The Dozen $6.00 



% 

7.20 



Size 

Add to Figs. T-2, T-3, T-4 and T-6 
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MILWAUKEE BRASS MANUFACTURING CO. 



ORESSiJgE 
f?0¥ tl) 



TELEGRAPH SELF CLOSING BIBBS 



SOLID FEMALE FLANGE, 
FOR IRON PIPE 

Plain Bibbs 

Size Inches % V2 % 

Finished ..The Doz. $30.60 31.80 39.60 

Nickel Plated “ 36.60 37.80 45.60 

Hose Bibbs 

Size Inches % V 2 % 

Finished ..The Doz. $33.60 34.80 42.60 

Nickel Plated “ 39.60 40.80 48.60 



% 

51.60 

59.40 



% 

54.60 

62.40 




Adds to Fig. T-6 



Solid Male Flange, Like Fig. C-9, Page 7 



The Dozen $1.80 



SOLID FLANGE, WITH THIMBLE 
FOR LEAD PIPE 



Plain Bibbs 

Size Inches % V2 % % 

Finished ..The Doz. $33.60 34.80 43.20 55.80 

Nickel Plated “ 39.60 40.80 49.20 63.60 



Hose Bibbs 

Size Inches % V 2 % % 

Finished . .The Doz. $36.60 37.80 46.20 58.80 

Nickel Plated “ 42.60 43.80 52.20 66.60 




Solid Flange, Nut and Bent Coupling, Like Fig. C-14, Page 11 

Size Inches V 2 % 

Adds to Fig. T-7 The Dozen $6.00 9.C0 



SOLID DETACHABLE FLANGE, 
FOR LEAD PIPE 

COOLER COCK 

Size Inches % 

Finished The Dozen $37.20 

Nickel Plated “ 43.20 




Fig. T-10 (Tandem) 
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P, 



MILWAUKEE BRASS MANUFACTURING CO. 



TELEGRAPH SELF CLOSING HOPPER COCKS 



I ROUGH BODY, POLISHED FLANGE AND HANDLE 

FOR LEAD AND IRON PIPE, Fig. T-16 



Size 

Finished .... 
Nickel Plated 



Inches V 2 

The Dozen $43.20 
“ 49.20 




BOTH ENDS FOR LEAD PIPE 

Size Inches Ms 

Finished • The Dozen $44.40 

Nickel Plated “ 50.40 



Size 

Finished ... 
Nickel Plated 



BOTH ENDS FOR IRON PIPE 

Inches V 2 

The Dozen $42.00 

48.00 



The Dozen 



Add For Waste 



$ 5.40 



Straight Pattern, same price. 
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MILWAUKEE BRASS MANUFACTURING CO. 



TELEGRAPH SELF CLOSING HOPPER COCKS 

ROUGH BODY, POLISHED FLANGE AND HANDLE 




FOR LEAD AND IRON PIPE, WITH UNION 



gj ze Inches 

Finished The Dozen $49.20 



Nickel Plated 



The Dozen 



Add For Waste 



$ 5.40 



Straight Pattern, same price. 
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MILWAUKEE BRASS MANUFACTURING CO. 



SIMPLEX SELF CLOSING BIBBS 




Fig. S-3 (Salt) 



FOR IRON PIPE 



Plain Bibbs 

Size Inches % y 2 % % 

Finished. . .The Doz. $26.40 27.60 34.20 44.40 

Nickel Plated “ 32 40 33.60 40.20 52.20 

Hose Bibbs 

Size Inches % y 2 % % 

Finished. . .The Doz. $29.40 30.60 37.20 47.40 

Nickel Plated “ 35.40 36.60 43.20 55.20 





8 



Fig. S-40 (Soda) 



WITH SCREW ON TAIL 



Plain Bibbs 

Size Inches % y 2 % % 

Finished . . . The Doz. $28.80 30.00 37.20 48.60 

Nickel Plated “ 34.80 36.00 43.20 56.40 



Hose Bibbs 

Size Inches % y 2 % % 

Finished. . .The Doz. $31.80 33.00 40.20 51.60 
Nickel Plated “ 37.80 39.00 46.20 59.40 



For Detachable Shanks, Add to Figs. S-3, 
S-4, S-6 and S-8 



Size Inches y 2 % 

The Dozen $6.00 7.20 



Add For China Handle 



Fig. S-40 



The Dozen $3.00 



MILWAUKEE BRASS MANUFACTURING CO. 



SIMPLEX SELF CLOSING BIBBS 



SOLID FEMALE FLANGE, 
FOR IRON PIPE 

Plain Bibbs 

Size Inches % % 

Finished ... The Doz. $32.40 33.60 41.40 

Nickel Plated “ 38.40 39.60 47.40 



Hose Bibbs 

Size Inches % V 2 % 

Finished ... The Doz. $35.40 36.60 44.40 

Nickel Plated “ 41.40 42.60 50.40 




Solid Male Flange, For Iron Pipe, Like Fig. C-9, Page 7 



Adds to Fig. S-6 



The Dozen $1.80 



SET SCREW FLANGE, 
FOR IRON PIPE 

Plain Bibbs 



Size Inches V 2 % 

Finished The Doz. $37.20 45.00 

Nickel Plated... “ 43.20 51.00 



Hose Bibbs 



Size Inches V 2 % 

Finished The Doz. $40.20 48.00 

Nickel Plated... “ 46.20 54 00 




Collar Flange, For Iron Pipe, Like Fig. C -13, Page 9 

size Inches V 2 % 

Adds to Fig. S-8 The Dozen $3.00 4.80 
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MILWAUKEE BRASS MANUFACTURING CO. 



DOHERTY SELF CLOSING BIBBS 




Fig. D-2 (Dado) 



FOR LEAD PIPE 



Plain Bibbs 



Size 




y 2 


% 


% 


Finished 


. . The Doz. 


$36.60 


43.80 


54.60 


Nickel Plated. 




42.60 


49.80 


62.40 



Hose Bibbs 



Size Inches V 2 % % 

Finished The Doz. $39.60 46.80 57.60 

Nickel Plated... “ 45.60 52.80 65.40 




Fig. D-3 (Dagger) 



FOR IRON PIPE 



Plain Bibbs 



Size 




V 2 


% 


% 


Finished 




$35.40 


42.00 


52.20 


Nickel Plated. 




41.40 


48.00 


60.00 



Hose Bibbs 



Size 




y 2 


% 


% 


Finished 


. The Doz. 


$38.40 


45.00 


55.20 


Nickel Plated. 




44.40 


51.00 


63.00 



72 





MILWAUKEE BRASS MANUFACTURING CO. 




DOHERTY SELF CLOSING BIBBS 



WITH 


SCREW ON TAIL 






Plain Bibbs 






Size 


.Inches y 2 


% 


% 


Finished The Doz. $37.80 


45.00 


56.40 


Nickel Plated 


“ 43.80 


51.00 


64.20 





Hose Bibbs 






Size 


. Inches V 2 


% 


% 


Finished The Doz. $40.80 


48.00 


59.40 


Nickel Plated 


“ 46.80 


54.00 


67.20 




Fig. D-4 (Damask) 



Threaded Flange, Screw On Tail, Like Fig. C-10, Page 8 

Size Inches V 2 

Adds to Fig. D-4 The Dozen $7.20 



% 

9.00 



SOLID FEMALE FLANGE, 
FOR IRON PIPE 



Plain Bibbs 



Size Inches 


y 2 


% 


% 


Finished The Doz. 


$41.40 


49.20 


61.20 


Nickel Plated 


47.40 


55.20 


69.00 





Hose Bibbs 






Size 


. . . . Inches y 2 


% 


% 


Finished . . . . 


.The Doz. $44.40 


52.20 


64.20 


Nickel Plated “ 50.40 


58.20 


72.00 




Fig. D-5 (Dame) 



All of our Doherty Self Closing Work is now furnished with Curved Handles as on Fig. D-5. 
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MILWAUKEE BRASS MANUFACTURING CO. 



DOHERTY SELF CLOSING BIBBS 




SOLID MALE FLANGE, FOR IRON PIPE 



Plain Bibbs 



Size Inches 


y 2 


% 


% 


Finished. ... The Doz. 


$41.40 


49.20 


61.20 


Nickel Plated “ 


47.40 


55.20 


69.00 



Hose Bibbs 



Size Inches 


y 2 


% 


% 


Finished. ... The Doz. 


$44.40 


52.20 


64.20 


Nickel Plated 


50.40 


58.20 


72.00 



Adds to Pig. D-6 



Hexagon On Flange, Like Fig. C-9, Page 7 

The Dozen $ 1.8Q 




SET SCREW FLANGE, FOR IRON PIPE 



Plain Bibbs 

Size Inches V 2 

Finished The Doz. $45.00 

Nickel Plated... “ 51.00 



Hose Bibbs 

Size Inches V 2 

Finished The Doz. $48.00 

Nickel Plated... “ 54.00 



% 

52.80 



58.30 



55.80 



61.80 



Collar Flange, For Iron Pipe, Like Fig. C-13, Page 9 

Size Inches V 2 % 

Adds to Fig. D-8 The Dozen $ 3.00 4.80 
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MILWAUKEE BRASS MANUFACTURING CO. 



=nni 



DOHERTY SELF CLOSING BIBBS 



SOLID FLANGE, 
WITH THIMBLE FOR 
LEAD PIPE 



Plain Bibbs 



Size Inches V 2 % % 

Finished... .The Doz. $44.40 52.80 65.40 



Nickel Plated “ 50.40 58.80 73.20 

Hose Bibbs 



Size Inches V 2 % % 

Finished The Doz. $47.40 55.30 68.40 



Nickel Plated “ 53.40 61.80 76.20 




DETACHABLE SHANK, 
FOR IRON PIPE 

Plain Bibbs 



Size Inches y 2 % 

Finished The Doz. $41.40 49.20 

Nickel Plated. ... “ 47.40 55.20 



Hose Bibbs 



Size Inches y 2 % 

Finished The Doz. $44.40 52.20 

Nickel Plated “ 50.40 58.20 




For Other Styles Of Detachable Shanks, Add to Fig. D-10 

Size Inches y 2 % 

Screw On Tail, Fig. F-4, Page 47 The Dozen $2.40 3.00 

Female Flange, Fig. F-6, Page 48 “ 6.00 7.20 

Male Flange, Fig. F-7, Page 48 “ 7 . 8 O 9.00 



All of our Doherty Self Closing Work is now furnished with Curved Handles as on Fig. D-10. 



MILWAUKEE BRASS MANUFACTURING CO. 



DOHERTY SELF CLOSING BIBBS 

SOLID FLANGE, NUT AND BENT L. P. COUPLING 




Fig. D-9 (Davit) 



Plain Bibbs 



Size Inches V 2 % 

Finished The Dozen $50.40 61.80 

Nickel Plated “ 56.40 67.80 



Hose Bibbs 



Size Inches V 2 % 

Finished The Dozen $53.40 64.80 

Nickel Plated “ 59.40 70.80 



With Rough Male I. P. Coupling, same price. 



MILWAUKEE BRASS MANUFACTURING CO 



PRESSURE 

IROVED 



DOHERTY SELF CLOSING STOPS 




BOTH ENDS FOR LEAD PIPE 



Size Inches 


y 2 


% 


% 


Finished ....The Doz. 


$37.80 


45.60 


57.00 


Nickel Plated “ 


43.80 


51.60 


64.80 



Fig. D-12 (Debut) 



BOTH ENDS FOR IRON PIPE 



Size 




y 2 


% 


% 


Finished 


The Doz. 


$35.40 


42.00 


52.20 


Nickel Plated 


“ 


41.40 


48.00 


60.00 




Fig. D-13 (Defeat) 



FOR LEAD AND IRON PIPE, Like Fig. C-62, Page 27 



Slze • • •, Inches y 2 % % 

Finished The Dozen $36.60 43.80 54.60 

Nickel Plated “ 42.60 49.80 62.40 
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MANUFACTURING CO. 



DOHERTY SELF CLOSING URINAL COCKS 





Union Nut For Brass Spud, Like Fig. C-98, Page 44 

Adds to Figs. D-16, D-17, D-19 and D-20 The Dozen $ 7.20 
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MILWAUKEE BRASS MANUFACTURING CO. 




Size 

Finished .... 
Nickel Plated 




DOHERTY SELF CLOSING URINAL COCKS 

SOLID FLANGE, WITH THIMBLE FOR LEAD PIPE 



Inches y 2 

The Dozen $53.40 
“ 59.40 



Fig. D-19 (Digger) 



Solid Male Flange, For Iron Pipe, Fig. D-19 Without L. P. Thimble 

Deducts from Fig. D-19 $3.00 



SOLID FLANGE, NUT AND BENT L. P. COUPLING 




Size Inches y 2 

Finished The Dozen $60.60 

Nickel Plated “ 66.60 



Fig. D-20 (Dirge) 



Til 



With Rough Male I. P. Coupling, same price. 





P. 



ROV 



MILWAUKEE BRASS MANUFACTURING CO. 



PEERLESS SELF CLOSING BIBBS 

BOSTON PATTERN 



FOR IRON PIPE 



Plain Bibbs 

Size Inches y 2 

Finished The Dozen $30.60 

Nickel Plated.... “ 36.60 



Hose Bibbs 

Size Inches y 2 

Finished The Dozen $33.60 

Nickel Plated “ 39.60 



Fig. P-3 (Paint) 




% % 

37.20 47.40 

43.20 55.20 



% % 

40.20 50.40 

46.20 58.20 



For Lead Pipe, Like Fig. D-2, Page 72 



Size Inches y 2 % % 

Adds to Fig. P-3 The Dozen $ 1.20 1.80 2.40 




Fig. P-43 (Pullet) 




Fig. P-48 (Putty) 




Fig. P-47 (Putter) 



Fig. P-43 
Fig. P-48 
Fig. P-47 



Add For Four Arm Handles 



The Dozen $ 6.00 
“ 10.20 

“ 24.60 



Additional Styles of Handles shown on page 178. 
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MILWAUKEE BRASS MANUFACTURING CO. 



PEERLESS SELF CLOSING BIBBS 

BOSTON PATTERN 



WITH SCREW ON TAIL 





Plain 


Bibbs 






Size 


. . .Inches 


y 2 


% 


% 


Finished 


The Doz. 


$33.00 


40.20 


51.60 


Nickel Plated 


“ 


39.00 


46.20 


59.40 





Hose 


Bibbs 






Size 


. . . Inches 


y 2 


% 


% 


Finished 


The Doz. 


$36.00 


43.20 


54.60 


Nickel Plated 


“ 


42.00 


49.20 


62.40 




Threaded Flange, Screw On Tail, Like Fig C-10, Page 8 

Size Inches % % 

Adds to Fig. P-4 The Dozen $7.20 9.00 




SOLID MALE FLANGE, FOR IRON PIPE 



Plain Bibbs 

Size Inches y 2 % % 

Finished ....The Doz. $36.60 44.40 56.40 

Nickel Plated “ 42.60 50.40 64.20 



Hose Bibbs 



Size Inches y 2 % % 

Finished ....The Doz. $39.60 47.40 59.40 

Nickel Plated “ 45.60 53.40 67.20 



With Hexagon, Like Fig. C-9, Page 7 

Adds to Fig. P-6 The Dozen $1.80 

Solid Female Flange, like Fig. C-7, page 6, same price as Fig. P-6. 
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MILWAUKEE BRASS MANUFACTURING CO. 



PEERLESS SELF CLOSING BIBBS 

BOSTON PATTERN 



SET SCREW FLANGE, FOR IRON PIPE 



Plain Bibbs 



Size Inches V 2 % 

Finished The Doz. $40.20 48.00 

Nickel Plated ... “ 46.20 54.00 



Hose Bibbs 



Size Inches V 2 % 

Finished The Doz. $43.20 51.00 

Nickel Plated .. . “ 49.20 57.00 




Collar Flange, For Iron Pipe, Like Fig. C-13, Page 9 



Size Inches V 2 % 

Adds to Fig. P-8 • The Dozen $ 3.00 4.80 




Fig. P-43 (Pullet) 




Fig. P-48 (Putty) 




Fig. P-47 (Putter) 



Add For Four Arm Handles 



Fig. P-43 The Dozen $ 6.00 

Fig. P-48 “ 10.20 

Fig. P-47 “ 24.60 



Additional Styles of Handles shown on page 178. 



MILWAUKEE BRASS MANUFACTURING CO. 



ESSURE 

3VE0 



PEERLESS SELF CLOSING BIBBS 

BOSTON PATTERN 



DETACHABLE SHANK, FOR IRON PIPE 



Plain Bibbs 

Size Inches y 2 

Finished The Dozen $36.60 

Nickel Plated “ 42.60 



Hose Bibbs 

Size Inches y 2 

Finished The Dozen $39.60 

Nickel Plated “ 45.60 



% 

44.40 

50.40 



% 

47.40 

53.40 




Fig. P-10 (Pave) 



For Other Styles Of Detachable Shanks, Add To Fig. P-10 

^ iz3 Inches y 2 % 

Screw On Tail, Fig. F-4, Page 47 The Dozen $2.40 3.00 



Female Flange, Fig. F-6, Page 48 “ c 00 7.20 

Male Flange, Fig. F-7, Page 48 “ 7.£0 9.00 



SOLID FLANGE, WITH THIMBLE FOR LEAD PIPE 




% 

48.00 

54.00 



% 

51.00 

57.00 





Plain 


Bibbs 


Size 




y 2 


Finished 


The Doz. 


$39.60 


Nickel Plated 


“ 


45.60 





Hose 


Bibbs 


Size 




y 2 


Finished 


The Doz. 


$42.60 


Nickel Plated 


“ 


48.60 
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MILWAUKEE BRASS MANUFACTURING CO. 



PEERLESS SELF CLOSING BIBBS 

BOSTON PATTERN 

SOLID FLANGE, NUT AND BENT L. P. COUPLING 




Size ■. 

Finished 

Nickel Plated 


Plain Bibbs 


The Dozen $45.60 

“ 51.60 


% 

57.00 

63.00 


Size 

Finished 


Hose Bibbs 


Inches y 2 

The Dozen $48.60 


% 

60.00 


Nickel Plated 




“ 54.60 


66.00 



With Rough Male I. P. Coupling, same price. 




Fig. P-43 (Pullet) 




Fig. P-48 (Putty) 




Fig. P-47 (Putter) 



Add For Four Arm Handles 



Fig. P-43 The Dozen $ 6.00 

Fig. P-48 “ 10.20 

Fig. P-47 “ 24.60 



Additional Styles of Handles shown on page 178. 
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MILWAUKEE BRASS MANUFACTURING CO. 




PEERLESS SELF CLOSING STOPS 



BOSTON PATTERN 



Both Ends For Iron Pipe, Fig. P-13 



Size Inches y 2 % % 

Finished The Dozen $30.60 37.20 47.40 

Nickel Plated “ 36.60 43.20 55.20 

For Lead and Iron Pipe 

Size Inches y 2 % % 

Finished The Dozen $31.80 39.00 49.80 

Nickel Plated “ 37.80 45.00 57.60 

Both Ends For Lead Pipe 

Size Inches y 2 % % 

Finished The Dozen $33.00 40.80 52.20 

Nickel Plated “ 39.00 46.80 60.00 




Fig. P-13 (Pearl) 



Adds to Fig. P-13 



Ball Bearing Style 



The Dozen $9.60 



SHOWER STOPS, BOTH ENDS FOR IRON PIPE 



With Rings, Without Chain 



Size Inches y 2 % 

Fin The Doz. $52.80 59.40 

N. P “ 58.80 65.40 




Fig. P-15 (Pepper) 



When ordering Fig. P-15 state whether Shower Stop will be placed vertically, as shown, or 

horizontally. 
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PRESSURE 

Proved 



MILWAUKEE BRASS MANUFACTURING CO. 




PEERLESS SELF CLOSING 
HOPPER COCKS 

ROUGH BODY, POLISHED FLANGE AND HANDLE 



Both Ends For Lead Pipe, Fig. P-25 

Size Inches y 2 

Finished •• The Dozen $44.40 

Nickel Plated “ 50.40 



For Lead and Iron Pipe 

Size Inches y 2 

Finished The Dozen $43.20 

Nickel Plated “ 49.20 



Both Ends For Iron Pipe 

Size Inches V 2 

Finished The Dozen $42.00 

Nickel Plated “ 48.00 




PEERLESS SELF CLOSING 
URINAL COCKS 

BOSTON PATTERN 

For Iron Pipe, Fig. P-17 

Size Inches y 2 

Finished The Dozen $37.80 

Nickel Plated “ 43.80 



For Lead Pipe, Like Fig. D-16, Page 78 

Size Inches y 2 

Finished The Dozen $39.00 

Nickel Plated “ 45.00 



Union Nut For Brass Spud, Like Fig. C-98, Page 44 

Adds to Figs. P-17, P-19 and P-20 The Dozen $ 7.20 



so 



MILWAUKEE BRASS MANUFACTURING CO. 




PEERLESS SELF CLOSING URINAL COCKS 

BOSTON PATTERN 




Solid Flange, With Thimble For Lead Pipe 

Size Inches y 2 

Finished The Dozen $43.60 

Nickel Plated “ 54.60 



Solid Male Flange, For Iron Pipe, Fig. P-19 Without L. P. Thimble 

Deducts from Fig. P-19 The Dozen $3.00 




Fig. P-20 (Pirate) 



Solid Flange, Nut and Bent L. P. Coupling 

Size Inches y 2 

Finished The Dozen $55.80 

Nickel Plated “ 61.80 



With Rough Male I. P. Coupling, same price. 



Adds to Figs. P-17, P-19 and P-20 



Ball Bearing Style 



The Dozen $9.60 



RR 



ESS URE 

SoVE“ 



MILWAUKEE BRASS MANUFACTURING CO. 



BALL BEARING SELF CLOSING BIBBS 



FOR IRON PIPE 



Plain Bibbs 

Size Inches V 2 % 

Finished The Dozen $40.20 46.80 

Nickel Plated.. “ 46.20 52.80 



Hose Bibbs 

Size Inches V 2 % 

Finished The Dozen $43.20 49.80 

Nickel Plated. “ 49.20 55.80 




Fig. R-3 (Race) 



% 

57.00 

64.80- 



% 

60.00 

67.80 




Fig. R-43 (Ruck) 




Fig. R-45 (Rug) 




Fig. R-46 (Ruin) 




Add For Other Style Handles 



Fig. R-43 The Dozen $ 7.20’ 

Fig. R-45 “ 7.20 

Fig. R-46 • • “ 10.20 

Fig. R-47 “ 24.60 



Additional Styles of Handles shown on page 179. 
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MILWAUKEE BRASS MANUFACTURING CO. 






BALL BEARING SELF CLOSING BIBBS 



WITH SCREW ON TAIL 



Plain Bibbs 

Size Inches V 2 % 94 

Finished The Doz. $42.60 49.80 61.20 

Nickel Plated ... . “ 48.60 55.80 69.00 



Hose Bibbs 

Size Inches % % % 

Finished The Doz. $45.60 52.80 64.20 

Nickel Plated ... . “ 51.60 58.80 72.00 




Threaded Flange, Screw On Tail, Like Fig. C-10, Page 8 



Size Inches V 2 % 

Adds to Fig. R-4 The Dozen $7.20 9.00 




SOLID MALE FLANGE, FOR IRON PIPE 

WITH HEXAGON 



Plain Bibbs 

Size Inches % % % 

Finished The Doz. $48.00 55.80 67.80 

Nickel Plated ... . “ 54.00 61.80 75.60 

Hose Bibbs 

Size Inches V 2 % 94 

Finished The Doz. $51.00 58.80 70.80 

Nickel Plated .... “ 57.00 64.80 78.60 



Without Hexagon, Like Fig. P-6, Page 81 

Deducts from Fig. R-5 The Dozen $1.80 



For Detachable Shanks 



Size 

Add to Figs. R-3, R-4 and R-5 
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. . . . Inches V 2 
The Dozen $6.00 



% 

7.20 



MILWAUKEE BRASS MANUFACTURING CO. 



BALL BEARING SELF CLOSING BIBBS 



SOLID FEMALE FLANGE, FOR IRON PIPE 



Plain Bibbs 

Size Inches y 2 

Finished The Dozen $46.20 

Nickel Plated “ 52.20 



Hose Bibbs 

Size Inches y 2 

Finished The Dozen $49.20 

Nickel Plated “ 55.20 



Fig. R-6 (Ram) 




% % 

54.00 66.00 

60.00 73.80 



% % 

57.00 69.00 

63.00 76.80 




Fig. R-43 (Ruck) 




Fig. R-45 (Rug) 




Add For Other Style Handles 



Fig. R-43 The Dozen $ 7.20 

Fig. R-45 “ 7 - 20 

Fig. R-46 “ 1020 

Fig. R-47 “ 24 - 60 



Additional Styles of Handles shown on page 179. 
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MILWAUKEE BRASS MANUFACTURING CO. 



PRESSURE 

iROVt 



BALL BEARING SELF CLOSING BIBBS 




SET SCREW FLANGE, FOR IRON 



Plain Bibbs 

Size Inches % % 

Finished The Doz. $49.80 57.60 

Nickel Plated.. “ 55.80 63.60 



Hose Bibbs 

Size Inches y 2 % 

Finished The Doz. $52.80 60.60 

Nickel Plated.. “ 53.80 66.60 



Collar Flange, For Iron Pipe, Like Fig. C-13, Page 9 

Size Inches y 2 % 

Adds to Fig. R-8 The Dozen $3 00 4 80 




LONG SPOUT SINK BIBBS 



SOLID FEMALE FLANGE, FOR IRON PIPE 



Plain Bibbs 

Size Inches % 

Finished The Dozen $82.80 

Nickel Plated “ 90.60 



Hose Bibbs 



Size Inches % 

Finished The Dozen $85.80 

Nickel Plated “ 93.60 



Solid Male Flange, Like Fig. C-9, Page 7 

Adds to Fig. R-12 



The Dozen $1.80 



Peerless Style, Boston Pattern 

Deducts from Fig. R-12 The Dozen $9.60 
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BRASS MANUFACTURING CO. 



LEVIATHAN SELF CLOSING BIBBS 

% INCH SIZE, FOR V 2 OR % INCH I. P. 




FOR IRON PIPE 
Plain Bibbs 

Finished .... 

Nickel Plated 



Fig. L-3 (Lackey) 



Finished 
Nickel Plated 



The Dozen $49.20 
“ 55.20 



Hose Bibbs 



The Dozen $52.20 
“ 58.20 



WITH SCREW ON TAIL 




Finished 
Nickel Plated 



Finished 
Nickel Plated 



Plain Bibbs 

The Dozen $52.20 

“ 58.20 



Hose Bibbs 

The Dozen $55.20 

“ 61.20 



Threaded Flange, Screw On Tail, Like Fig. F-12, Page 51 

Adds to Fig. L-4 The Dozen $ 9.00 




Add For China Handle 

The Dozen $ 3.00 



Fig. L-30 (Luke) 



[MILWAUKEE BRASS MANUFACTURING CQ| 



LEVIATHAN SELF CLOSING BIBBS 

% INCH SIZE, FOR V 2 OR % INCH I. P. 

SOLID FEMALE FLANGE, FOR IRON PIPE 



Plain Bibbs 

Finished The Dozen $56.40 

Nickel Plated.... “ 62.40 



Hose Bibbs 

Finished The Dozen $59.40 

Nickel Plated.... “ 65.40 



Adds to Fig. L-6 



Solid Male Flange, For Iron Pipe, Like Fig. F-7, Page 48 

The Dozen $1.80 




SET SCREW FLANGE, FOR IRON PIPE 



Plain Bibbs 

Finished The Dozen $60.00 

Nickel Plated ... . “ 66.00 

Hose Bibbs 

Finished The Dozen $63.00 

Nickel Plated.... “ 69.00 




Collar Flange, For Iron Pipe, Like Fig. F-18, Page 52 

Adds to Fig. L-8 The Dozen $4.80 



The working parts of Leviathan Bibbs are only THREE in number, viz.: VALVE STEM, 
SPRING and LEVER STEM. The SPRINGS are made of PHOSPHOR BRONZE and are very 
strong, yet the bibbs are VERY EASY TO OPERATE. The LEVER STEMS have EXTRA 
LONG BEARINGS, insuring long wear and service without repair. The Stuffing Box on the 
lever stem is ABSOLUTELY TIGHT, without binding. 
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MILWAUKEE BRASS MANUFACTURING CO. 



COMPRESSION BASIN COCKS 




NUMBER O 
With Tee Handle 

Nickel Plated The Dozen $24.60 

With Cross Handle 

Nickel Plated The Dozen $27.60 

With C-164 Handle 

Nickel Plated The Dozen $33.60 

With C-168 Handle 

Nickel Plated The Dozen $39.60 

With C-167 Handle 

Nickel Plated The Dozen $51.60 




Fig. C-111 (Coast) 

Spout and Body 
Centers 3 M Inches 



NUMBER 1 
With Tee Handle 

Nickel Plated The Dozen $26.40 

With Cross Handle 

Nickel Plated The Dozen $29.40 

With C-164 Handle 

Nickel Plated The Dozen $35.40 

With C-168 Handle 

Nickel Plated The Dozen $41.40 

With C-167 Handle 

Nickel Plated The Dozen $53.40 



The Dozen 



Add For Stuffing Box 



$ 4.20 



The Dozen 



Add For 3 Inch Shank (Regular Length 2M Inches) 



$ 2.40 




Fig. C-164 (Cynic) 




Fig. C-168 (Cytode) 




Fig. C-167 (Cyst) 



> 



94 



MILWAUKEE BRASS MANUFACTURING CO. 





COMPRESSION BASIN COCKS 



NUMBER 2 
With Tee Handle 

Nickel Plated The Dozen $28.80 

With Cross Handle 

Nickel Plated The Dozen $31.80 

With C-164 Handle 

Nickel Plated The Dozen $37.80 

With C-168 Handle 

Nickel Plated The Dozen $43.80 

With C-167 Handle 

Nickel Plated The Dozen $55.80 




NUMBER 3 
With Tee Handle 

Nickel Plated The Dozen $31.20 

With Cross Handle 

Nickel Plated The Dozen $34.20 

With C-164 Handle 

Nickel Plated The Dozen $40.20 

With C-168 Handle 

Nickel Plated The Dozen $46.20 

With C-167 Handle 

Nickel Plated The Dozen $58.20 




Fig. C-113 (Cobalt) 

Spout and Body 
Centers 4 Inches 



The Dozen 



Add For Stuffing Box 



$4.20 



The Dozen 



Add For 3 Inch Shank (Regular Length 2 % Inches) 



$2.40 



Furnished regularly with % inch I. P. Male Couplings. Other styles on page 180. 
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3ES5UK 

^OVED 



MILWAUKEE BRASS MANUFACTURING CO. 



COMPRESSION BASIN COCKS 




Fig. C-114 (Cobbler) 

Spout and Body 
Centers 3 34 Inches 



NUMBER 4 
With Tee Handle 

Nickel Plated The Dozen $37.20 

With Cross Handle 

Nickel Plated The Dozen $40.20 

With C-164 Handle 

Nickel Plated The Dozen $46.20 

With C-168 Handle 

Nickel Plated The Dozen $52.20 

With C-167 Handle 

Nickel Plated The Dozen $64.20 




Fig. C-115 (Cobra) 



Spout and Body 
Centers 334 Inches 



NUMBER 5 
With Tee Handle 

Nickel Plated The Dozen $39.60 

With Cross Handle 

Nickel Plated The Dozen $42.60 

With C-164 Handle 

Nickel Plated The Dozen $48.60 

With C-168 Handle 

Nickel Plated The Dozen $54.60 

With C-167 Handle 

Nickel Plated The Dozen $66.60 



The Dozen 



Add For Stuffing Box 



$ 4.20 



Add For 3 Inch Shank (Regular Length 2*4 Inches) 

The Dozen 

Furnished regularly with % inch I. P. Male Couplings. Other styles on page 180. 
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MILWAUKEE BRASS MANUFACTURING CO. 




.RESSURE 

roVED 



COMPRESSION BASIN COCKS 



NUMBER 6 
With Tee Handle 

Nickel Plated The Dozen $37.20 

With Cross Handle 

Nickel Plated The Dozen $40.20 

With C-164 Handle 

Nickel Plated The Dozen $46.20 

With C-168 Handle 

Nickel Plated The Dozen $52.20 

With C-167 Handle 

Nickel Plated The Dozen $64.20 




Add For Stuffing Box 

The Dozen 



$4.20 



NUMBER 11 
With Tee Handle 

Nickel Plated The Dozen $23.40 

With Cross Handle 

Nickel Plated The Dozen $26.40 

With C-164 Handle 

Nickel Plated The Dozen $30.00 

With C-168 Handle 

Nickel Plated The Dozen $36.00 

With C-167 Handle 

Nickel Plated The Dozen $48.00 




Fig. C-121 (Codling) 

Spout and Body Centers 2 % Inches 



Fig. C-121 is shown with Stuffing Box on page 98, Fig. C-122. 



Add For 3 Inch Shank (Regular Length 2 1 / 4 Inches) 

The Dozen $2.40 
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MILWAUKEE BRASS MANUFACTURING CO.ll 



COMPRESSION BASIN COCKS 




Fig. C-122 (Coerce) 

Spout and Body Centers 2‘« Inches 



NUMBER 12 
With C-164 Handle 

Nickel Plated .-..The Dozen $32.40 

With C-165 Handle 

Nickel Plated The Dozen $36.00 

With C-168 Handle 

Nickel Plated The Dozen $38.40 

With C-167 Handle 

Nickel Plated The Dozen $50.40 

Fig. C-122 is shown without Stuffing Box on 
Page 97, Fig. C-121. 







Fig. C-118 (Codex) 

Spout and Body Centers it Inches 



NUMBER 8 

With C-164 Handle 

Nickel Plated. The Dozen $40.20 

With C-165 Handle 

Nickel Plated The Dozen $43.80 

With C-168 Handle 

Nickel Plated The Dozen $46.20 

With C-167 Handle 

Nickel Plated The Dozen $58.20 



Add For 3 Inch Shank (Regular Length 2*4 Inches) 



The Dozen 



$ 2.40 





Fig. C-164 (Cynic) Fig. C-165 (Cynoid) Fig. C-168 (Cytode) Fig. C-167 (Cyst) 

Additional Styles of Handles shown on pages 174 and 175. 
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MILWAUKEE BRASS MANUFACTURING CO. 




COMPRESSION 

NUMBER 10 

With C-164 Handle 

Nickel Plated The Dozen $42.00 

With C-165 Handle 

Nickel Plated The Dozen $45.60 

With C-168 Handle 

Nickel Plated The Dozen $48.00 

With C-167 Handle 

Nickel Plated The Dozen $60.00 



BASIN COCKS 




Fig. C-120 (Codist) 



Spout and Body Centers 3J4 Inches 



NUMBER 7 

With C-165 Handle 



Nickel Plated The Dozen $47.40 

With C-164 Handle 

Nickel Plated The Dozen $43.80 

With C-168 Handle 

Nickel Plated The Dozen $49.80 

With C-167 Handle 

Nickel Plated The Dozen $61.80 




Fig. C-117 (Cockney) 

Spout and Body Centerst3% Inches 



Add For 3 Inch Shank (Regular Length 2 % Inches) 

The Dozen $2.40 



Furnished regularly with % inch I. P. Male Couplings. Other styles on page 180. 
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MILWAUKEE BRASS MANUFACTURING CO. 



COMPRESSION BASIN COCKS 







Fig. C-123 (Coff) 

Spout and Body Centers 3K Inches 



NUMBER 13 

With C-170 Handle 

Nickel Plated The Dozen $57.00 

With C-164 Handle 

Nickel Plated The Dozen $47.40 

With C-165 Handle 

Nickel Plated The Dozen $51.00 

With C-167 Handle 

Nickel Plated The Dozen $65.40 



Add For 3 Inch Shank (Regular Length 2 % Inches) 

The Dozen $ 2.40 

Furnished regularly with *4 inch I. P. Male Couplings. Other styles on page 180. 




Fig. C-164 (Cynic) 



Fig. C-167 (Cyst) 



Fig. C-165 (Cynoid) Fig. C-170 (Cyvel) 



Additional Styles of Handles shown on pages 174 and 175. 



100 



MILWAUKEE BRASS MANUFACTURING CO. 




COMPRESSION BASIN COCKS 



TO MATCH BALL BEARING SELF CLOSING, 
FIG. R-39, Page 123 



With R-46 Handle 

Nickel Plated The Dozen $70.20 

With R-44 Handle 

Nickel Plated The Dozen $70.20 

With R-45 Handle 

Nickel Plated The Dozen $67.20 

With R-47 Handle 

Nickel Plated The Dozen $84.60 



s 

Fig 

Spout and 




. C-124 (Coffa) 

Body Centers 3 7 s Inches 




Compression Basin Cocks can be furnished to match any Ball Bearing Self Closing Basin 
Cock, also Peerless (Boston Pattern) shown on pages US to 123, at 
the price of the Self Closing. 



TO MATCH BASIN COCK ON FIG. B-36 BUBBLER, PAGE 208 



With Brass Cross Handle 

Nickel Plated The Dozen $78.00 

With C-164 Handle 

Nickel Plated The Dozen $84.00 

With C-168 Handle 

Nickel Plated The Dozen $90.00 

With C-167 Handle 

Nickel Plated The Dozen $102.00 

Add For Stuffing Box 

The Dozen $4.20 




Fig. C-127 (Cognate) 

S i kdu t and Body Centers 3H Inches 
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MILWAUKEE BRASS MANUFACTURING CO. 



FULLER BASIN COCKS 




Fig. F-60 (Fiacre) 

Spout and Body Centers 3 % Inches 



NUMBER O 



With Brass Handle 

Nickel Plated The Dozen $39.00 

With China Handle 

Nickel Plated The Dozen $48.00 




Fig. F-63 (Fibril) 

Spout and Body Centers 3 : \ Inches 



NUMBER O, WITH PLAIN TOP 
With China Handle 

Nickel Plated The Dozen $48.00 

With Brass Handle 

Nickel Plated The Dozen $39.00 



With Union, Like Fig. F-61, Page 104 

Adds to Fig. F-63 The Dozen $12.00 



The Dozen 



Add For 3 Inch Shank (Regular Length 2*4 Inches) 



$ 2.40 




u 



c 

o 

L 

D 




Fig. F-167 (Furrow) 

Additional 



Fig. F-169 (Fury) Fig. 

Styles of Handles shown on page 176. 




F-171 (Furze) 
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^ ^ n n p ccyRE 

MILWAUKEE BRASS MANUFACTURING CO. 



FULLER BASIN COCKS 

NUMBER O, WITH PEDESTAL CHINA BUTTON TOP 



With Brass Handle 

Nickel Plated The Dozen $48.00 

With China Handle 

Nickel Plated The Dozen $57.00 




Fig. F-62 (Fibber) 

Spout and Body Centers 3 % Inches 



NUMBER O, WITH PLAIN CHINA BUTTON TOP 



With China Handle 

Nickel Plated The Dozen $54.00 

With Brass Handle 

Nickel Plated The Dozen $45.00 

Fig. F-64 (Fichu) 

Spout and Body Centers 3% Inches 

Add For 3 Inch Shank (Regular Length 214 Inches) 

The Dozen 

Furnished regularly with % inch I. P. Male Couplings. Other styles on page 180. 
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□ RESSUB 
ROVt 



MILWAUKEE BRASS MANUFACTURING CO. 




Fig. F-61 (Fiat) 

Spout and Body Centers Inches 



FULLER BASIN COCKS 



NUMBER O, WITH UNION IN BODY 



With Brass Handle 

Nickel Plated The Dozen $51.00 

With China Handle 

Nickel Plated The Dozen $60.00 




Fig. F-76 (Film) 

Spout and Body Centers 3 % Inches 



NUMBER 8, WITH UNION IN BODY 



With Brass Handle 

Nickel Plated The Dozen $63.00 

With China Handle 

Nickel Plated The Dozen $72.00 



The Dozen 



Add For 3 Inch Shank (Regular Length 2M Inches) 



$ 2.40 




C 

o 

L I 
D 

Fig. F-167 (Furrow) 




Fig. F-169 (Fury) 




Fig. F-171 (Furze) 
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MILWAUKEE BRASS MANUFACTURING CO. 



& E fIS 



FULLER BASIN COCKS 



NUMBER O, WITH UNION IN BODY 

WITH PEDESTAL CHINA BUTTON TOP 

With China Handle 

Nickel Plated The Dozen $69.00 



With Brass Handle 

Nickel Plated The Dozen $60.00 




Fig. F-65 (Fickle) 

Spout and Body Centers 3 % Inches 



NUMBER O, WITH UNION IN BODY 

WITH PLAIN CHINA BUTTON TOP 

With China Handle 

Nickel Plated The Dozen $66.00 



With Brass Handle 

Nickel Plated The Dozen $57.00 




Fig. F-65|/ 2 (Fico) 

Spout and Body Centers 3 % Inches 



Add For 3 Inch Shank (Regular Length 2*4 Inches) 

The Dozen $2.40 



Furnished regularly with V* inch I. P. Male Couplings. Other styles on page 180. 
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MILWAUK EE BRASS MANUFACTURING CO. 






FULLER BASIN COCKS 

NUMBER 1 



With Brass Handle 

Nickel Plated The Dozen $45.00 



With China Handle 

Nickel Plated The Dozen $54.00 




Fig. F-67 (Fiddle) 

Spout and Body 
Centers 3 % Inches 



NUMBER l 1 /^ 



With Brass Handle 

Nickel Plated The Dozen $45.00 

With China Handle 

Nickel Plated The Dozen $54.00 



Add For 3 Inch Shank (Regular Length 2*4 Inches) 



The Dozen 




C 

0 

Fig. F-169 (Fury) 




Fig. F-171 (Furze) 




Fig. F-172 (Fuse) 



$ 2.40 
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MILWAUKEE BRASS MANUFACTURING C0.| PROVED 



FULLER BASIN COCKS 



NUMBER 2 



With Brass Handle 

Nickel Plated The Dozen $51.00 

With China Handle 

Nickel Plated The Dozen $60.00 




Fig. F-68 (Field) 

Spout and Body Centers Inches 



NUMBER 3 



With Brass Handle 

Nickel Plated The Dozen $51.00 

With China Handle 

Nickel Plated The Dozen $60.00 




Fig. F-69 (Fiend) 

Spout and Body Centers 3 % Inches 



“The Dozen 



Add For 3 Inch Shank (Regular Length 2*4 Inches) 



$2.40 



Furnished regularly with ^4 inch I. P. Male Couplings. Other styles on page 180. 
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MILWAUKEE BRASS MANUFACTURING CO. 




Fig. F-71 (Fig) 

Spout and Body Centers 3 % Inches 



FULLER BASIN COCKS 



NUMBER 4 



With Brass Handle 

Nickel Plated The Dozen $63.00 



With China Handle 

Nickel Plated The Dozen $72.00 




Fig. F-72 (Fight) 

Spout and Body Centers 3% Inches 



NUMBER 4^4 



With Brass Handle 

Nickel Plated The Dozen $72.00 



With China Handle 

Nickel Plated The Dozen $81.00 



Add For 3 Inch Shank (Regular Length 2% Inches) 
The Dozen 



$ 2.40 



Furnished regularly with % inch I. P. Male Couplings. Other styles on page 180. 



108 




[MILWAUKEE BRASS MANUFACTURING CO. 




FULLER BASIN COCKS 

NUMBER 5 



With Brass Handle 

Nickel Plated The Dozen $63.00 



With China Handle 

Nickel Plated The Dozen $72.00 



Add For 3 Inch Shank 

(Regular Length 2*4 Inches) 

The Dozen $ 2.40 




Fig. F-73 (Figment) 

Spout and Body Centers V/> Inches 



NUMBER 7 



With Brass Handle 

Nickel Plated The Dozen $63.00 

With China Handle 

Nickel Plated The Dozen $72.00 




Spout and Body Centers 3'* Inches 




Fig. F-169 (Fury) 



Fig. F-171 



(Furze) 




Fig. F-172 (Fuse) 




Additional Styles of Handles shown on page 176. 
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MILWAUKEE BRASS MANUFACTURING CO. 




Fig. F-77 (Filth) 

S i k hi t and Body Centers 3k> Inches 



FULLER BASIN COCKS 



NUMBER 9 



With Brass Handle 

Nickel Plated The Dozen $63.00 



With China Handle 

Nickel Plated The Dozen $72.00 




Fig. F-80 (Fin) 



Spout and Body Centers 3% Inches 



NUMBER 10 



With China Handle 

Nickel Plated The Dozen $66.00 

With Brass Handle 

Nickel Plated The Dozen $57.00 



The Dozen 



Add For 3 Inch Shank (Regular Length 214 Inches) 



$ 2.40 
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MILWAUKEE BRASS MANUFACTURING CO. 



FULLER BASIN COCKS 



NUMBER 11 



With China Handle 

Nickel Plated The Dozen 

With Brass Handle 

Nickel Plated The Dozen 



$72.00 



$63.00 




Fig. F-81 (Finale) 

Spout and Body Centers 3 % Inches 




With Brass Handle 

Nickel Plated The Dozen $75.00 



NUMBER 12, WITH UNION IN BODY 

With China Handle 

Nickel Plated The Dozen $84.00 



Fig. F-82 (Finch) 

Spout and Body Centers 3 % Inches 



The Dozen 



Add For 3 Inch Shank (Regular Length 214 Inches) 



$2.40 



Furnished regularly with 14 inch I. P. Male Couplings. Other styles on page 180. 




MITWAIIKEE BRASS MANUFACTURING CO. 



TELEGRAPH SELF CLOSING BASIN COCKS 




NUMBER O 



Nickel Plated The Dozen $36.00 



NUMBER 1 

Nickel Plated The Dozen $42.60 



Fig. T-21 (Timber) 

Spout and Body Centers 3% Inches 




Nickel Plated 



With Body Like Fig. S-36, Page 114 

The Dozen $39.60 



The Dozen 



Add For 3 Inch Shank (Regular Length 2*4 Inches) 



$ 2.40 



Furnished regularly with 14 inch I. P. Male Couplings. Other styles on page 180. 
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MILWAUKEE BRASS MANUFACTURING CO. 



TELEGRAPH SELF CLOSING BASIN COCKS 



NUMBER 3 



Nickel Plated The Dozen $39.60 



Fig. T-22 (Tinder) 

Spout and Body Centers Inches 




Nickel Plated 



Fig. T-23 (Tipple) 

Spout and Body Centers 3J4 Inches 




NUMBER 4 

The Dozen $41.40 



Nickel Plated 



With Body Like Fig. P-35, Page 121 



The Dozen $42.60 



Add For 3 Inch Shank (Regular Length 2*4 Inches) 



The Dozen 



$ 2.40 



Furnished regularly with % inch I. P. Male Couplings. Other styles on page 180. 
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MILWAUKEE BRASS MANUFACTURING CO. 



SIMPLEX SELF CLOSING BASIN COCKS 




Spout and Body Centers 3 Inches 



NUMBER 7 



With Brass Handle 

Nickel Plated The Dozen $41.40 



With China Handle 

Nickel Plated The Dozen $44.40 




Fig. S-32 (Sickle) 

Spout and Body Centers 334 Inches 



NUMBER 3 



With China Handle 

Nickel Plated The Dozen $44.40 



With Brass Handle 

Nickel Plated The Dozen $41.40 



The Dozen 



Add For 3 Inch Shank (Regular Length 234 Inches) 



$ 2.40 



Furnished regularly with 34 inch I. P. Male Couplings. Other styles on page 180. 
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MILWAUKEE BRASS MANUFACTURING CO. 



SIMPLEX SELF CLOSING BASIN COCKS 



NUMBER 6 



With Brass Handle 

Nickel Plated The Dozen $44.40 

With China Handle 

Nickel Plated The Dozen $47.40 




Fig. S-35 (Sift) 

SjK)iit and Body Centers 3% Inches 



NUMBER 4 



With China Handle 

Nickel Plated The Dozen $46.20 

With Brass Handle 

Nickel Plated The Dozen $43.20 




Fig. S-38 (Silo) 

S|K)ut and Body Centers 3 % Inches 



With Body Like Fig. P-39, Page 121 



Adds to Fig. S-38 



The Dozen $4.20 



Add For 3 Inch Shank (Regular Length 2V4 Inches) 

The Dozen $2.40 

Furnished regularly with *4 inch I. P. Male Couplings. Other styles on page 180. 
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MILWAUKEE BRASS MANUFACTURING CO. 



DOHERTY SELF CLOSING BASIN COCKS 

NUMBER 1 NUMBER 2 




Nickel Plated The Dozen $52.20 



Nickel Plated . The Dozen $55.20 



With Body Like Fig. P-36, Page 121 



Nickel Plated 



The Dozen $49.20 



Nickel Plated 



With Body Like Fig. P-35, Page 121 

The Dozen $52.20 



Add For 3 Inch Shank (Regular Length 2*4 Inches) 



The Dozen 



$ 2.40 



Furnished regularly with % inch I. P. Male Couplings. Other styles on page 180. 
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DOHERTY SELF CLOSING BASIN COCKS 




Fig. D-32 (Dolor) 

Spout and Body Centers 3 % Inches 



NUMBER 4 




Fig. D-33 (Domain) 

Spout and Body Centers 3 % Inches 



Nickel Plated The Dozen $49.20 Nickel Plated The Dozen $51.00 



Nickel Plated 



With Body Like Fig. P-39, Page 121 



The Dozen $55.20 



Add For 3 Inch Shank (Regular Length 2% Inches) 
The Dozen 



$ 2.40 



Furnished regularly with V 4 inch I. P. Male Couplings. Other styles on page 180. 
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PEERLESS SELF CLOSING BASIN COCKS 



BOSTON PATTERN 




Fig. P-30 (Pocket) 

Spout and Body Centers 3% Inches 



NUMBER 1 

With P-41 Handle 

Nickel Plated The Dozen $47.40 

With P-43 Handle 

Nickel Plated The Dozen $53.40 

With P-44 Handle 

Nickel Plated The Dozen $57.60 

With P-47 Handle 

Nickel Plated The Dozen $72.00 



The Dozen 



Add For 3 Inch Shank (Regular Length 2^ Inches) 



$ 2.40 





Fig. P-41 (Pucker) Fig. P-43 (Pullet) Fig. P-44 (Pulp) 

Additional Styles of Handles shown on page 178. 




Fig. P-47 (Putter) 



Compression Basin Cocks can be furnished to match any Peerless Self Closing Basin Cock 
at the price of the Self Closing, see page 101. 
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MILWAUKEE BRASS MANUFACTURING C0.| 



PEERLESS SELF CLOSING BASIN COCKS 



BOSTON PATTERN 



NUMBER 2 
With P-41 Handle 

Nickel Plated The Dozen $50.40 

With P-43 Handle 

Nickel Plated The Dozen $56.40 

With P-44 Handle 

Nickel Plated The Dozen $60.60 

With P-47 Handle 

Nickel Plated The Dozen $75.00 




Fig. P-31 (Poem) 

Spout and Body Centers 3% Inches 



NUMBER 3 
With P-41 Handle 

Nickel Plated The Dozen $44.40 

With P-43 Handle 

Nickel Plated The Dozen $50.40 

With P-44 Handle 

Nickel Plated The Dozen $54.60 

With P-47 Handle 

Nickel Plated The Dozen $69.00 




Fig. P-32 (Poison) 

Spout and Body Centers 3K Inches 



The Dozen 



Add For 3 Inch Shank (Regular Length 2 % Inches) 



$2.40 



Furnished regularly with 14 inch I. P. Male Couplings. Other styles on page 180. 
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MILWAUKEE BRASS MANUFACTURING CO. 



PEERLESS SELF CLOSING BASIN COCKS 

BOSTON PATTERN 



NUMBER 4 




Fig. P-38 (Pother) 

Spout and Body Centers 0L Inches 



With P-43 Handle 

Nickel Plated The Dozen $52.20 

With P-41 Handle 

Nickel Plated The Dozen $46.20 

With P-44 Handle 

Nickel Plated The Dozen $56.40 

With P-47 Handle 

Nickel Plated The Dozen $70.80 



The Dozen 



Add For 3 Inch Shank (Regular Length 2 % Inches) 



$ 2.40 




Fig. P-41 (Pucker) 



Fig. P-43 (Pullet) Fig. P-44 (Pulp) 

Additional Styles of Handles shown on page 178. 




Fig. P-47 (Putter) 



Furnished regularly with % inch I. P. Male Couplings. Other styles on page 180. 



Compression Basin Cocks can be furnished to match any Peerless Self Closing Basin Cock at 
the price of the Self Closing, see page 101. 



120 



MILWAUKEE BRASS MANUFACTURING CO. 



.RESSUK 
ROVE 



PEERLESS SELF CLOSING BASIN COCKS 



BOSTON PATTERN 



NUMBER 6 
With P-44 Handle 

Nickel Plated The Dozen $57.60 

With P-41 Handle 

Nickel Plated The Dozen $47.40 

With P-43 Handle 

Nickel Plated The Dozen $53.40 

With P-47 Handle 

Nickel Plated The Dozen $72.00 




NUMBER 7 



With P-41 Handle 

Nickel Plated The Dozen $44.40 

With P-43 Handle 

Nickel Plated The Dozen $50.40 

With P-44 Handle 

Nickel Plated The Dozen $54.60 



With P-47 Handle 

Nickel Plated The Dozen $69.00 



NUMBER 8 
With P-47 Handle 

Nickel Plated The Dozen $75.00 

With P-41 Handle 

Nickel Plated The Dozen $50.40 

With P-43 Handle 

Nickel Plated The Dozen $56.40 

With P-44 Handle 

Nickel Plated The Dozen $60.60 




Fig. P-36 (Poster) 

Spout and Body Centers 3 Inches 




Fig. P-39 (Potion) , 

Spout and Body Centers 3Ji Inches 



Add For 3 Inch Shank (Regular Length 214 Inches) 

The Dozen $2 40 
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MILWAUKEE BRASS MANUFACTURING CO. 



BALL BEARING SELF CLOSING BASIN COCKS 

NUMBER 4 




Fig. R-38 (Robe) 

Sixml and Body Centers V4 Inches 



With R-44 Handle 

Nickel Plated The Dozen $66.00 

With R-45 Handle 

Nickel Plated The Dozen $63.00 

With R-46 Handle 

Nickel Plated The Dozen $66.00 

With R-47 Handle 

Nickel Plated The Dozen $80.40 



The Dozen 



Add For 3 Inch Shank (Regular Length 2*4 Inches) 



$ 2.40 







Fig. R-44 (Rude) Fig. R-45 (Rug) Fig. R-46 (Ruin) 



Additional Styles of Handles shown on page 179. 



Furnished regularly with *4 inch I. P. Male Couplings. Other styles on page 180. 



Compression Basin Cocks can be furnished to match any Ball Bearing Self Closing Basin 
Cock at the price of the Self Closing, see page 101. 




MILWAUKEE BRASS MANUFACTURING CO. 



3RESSUM 

RoVfcD 



BALL BEARING SELF CLOSING BASIN COCKS 



NUMBER 6 



With R-47 Handle 

Nickel Plated The Dozen $81.60 

With R-44 Handle 

Nickel Plated The Dozen $67.20 

With R-45 Handle 

Nickel Plated The Dozen $64.20 

With R-46 Handle 

Nickel Plated The Dozen $67.20 




Fig. R-35 (Road) 



Spout and Body Centers 3% Inches 



NUMBER 8 



With R-46 Handle 

Nickel Plated The Dozen $70.20 

With R-44 Handle 

Nickel Plated The Dozen $70.20 

With R-45 Handle 

Nickel Plated The Dozen $67.20 

With R-47 Handle 

Nickel Plated The Dozen $84.60 




Fig. R-39 (Rod) 

Spout and Body Centers 3 7 * Inches 



Add For 3 Inch Shank (Regular Length 2 % Inches) 
The Dozen 



$2.40 



For Ball Bearing Basin Cocks not illustrated, add $9.60 the dozen to ccrrespcnding Peerless 

Boston Pattern, pages 118 to 121. 
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MILWAUKEE BRASS MANUFACTURING CO. 



. ENGEL SELF CLOSING 

“ BASIN COCKS 

0 




PATENTED 



With China Handle 

Nickel Plated The Dozen $121.20 

With Brass Handle 

Nickel Plated The Dozen $118.20 




Fig. M-2 (Mack) 

Spout and Body Centers 
3/4 Inches 




PUSH BUTTON SELF 
CLOSING BASIN COCKS 

With China Button Top 

Nickel Plated The Dozen $97.20 



Add For 3 Inch Shank (Regular Length 2 1 4 Inches) 



The Dozen 



$ 2.40 



Furnished regularly with *4 inch I. P. Male Couplings. Other styles on page ISO. 



These cocks, Fig. M-l and Fig. M-2, close slowly and with the pressure. They are there- 
fore positive in action and will not pound or rattle under the heaviest pressure. The syphonic 
action of the spout prevents leakage at the stem and the absence of all packing washers 
prevents binding. 
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MILWAUKEE BRASS MANUFACTURING CO. 



With Brass Handle 

Nickel Plated .... The Dozen $55.20 



With China Handle 

Nickel Plated .... The Dozen $58.20 




LEVIATHAN SELF CLOSING 

PATENTED 



BASIN COCKS 



Fig. L-20 (Loam) 



Spout and Body Centers 
3% Inches 



BRACKET SWING 




WITH ANY STYLE SHANK SHOWN ON PAGES 46 TO 53 



With Brass Handle 

Nickel Plated The Dozen $72.00 



With China Handle 

Nickel Plated.. The Dozen $78.00 



Regular Length of Spout 8 Inches to Back of Flange; 
if different Length is wanted, state dimension 



Flange, Nut and Bent Coupling 
Like Figs. F-16 or F-17, Pages 54 and 55 

Adds to Fig. L-22 The Dozen $12.00 



The LEVIATHAN Self Closing Basin Cock solves the problem of a perfect 
Self Closing Cock with side or lever handle feature. 

The body and spout are in one piece, and the construction throughout is 
massive and durable. 

The working parts are only three in number, viz.: Valve Stem, Spring 

and Lever Stem. 



Fig. L-22 (Lobby) 



The Valve Stem is made in one piece and is so perfectly guided that it 
cannot bind, bend or break. 



The Spring is made of Phosphor Bronze and is very strong, yet the cock 
is very easy to operate. 

The Lever Stem has extra long bearings, insuring long wear and service 
without repair. 




The Stuffing Box on the lever stem is absolutely tight without binding and 
cannot be screwed up tight enough to make it bind. 



Fig. L-30 
(Luke) 
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MILWAUKEE BRASS MANUFACTURING CO. 



COMPRESSION DOUBLE BASIN COCKS 




NUMBER 7 

With C-165 Handles 

Nickel Plated Each $13.35 

With C-159 Handles 

Nickel Plated Each $11.75 

With C-168 Handles 

Nickel Plated Each $13.75 

With C-167 Handles 

Nickel Plated Each $15.75 




Fig. C-125 (Coffee) 

Spout' and’Body 
Centers 4 X A 
Inches 



NUMBER 8 

With C-159 Handles 

Nickel Plated Each $13.75 

With C-165 Handles 

Nickel Plated Each $15.35 

With C-168 Handles 

Nickel Plated Each $15.75 

With C-167 Handles 

Nickel Plated Each $17.75 



Each 



Add For Stuffing Box 



$ 0.70 




Fig. C-159 (Cymbal) Fig. C-165 (Cynoid) 




Fig. C-168 (Cytode) 




Fig. C-167 (Cyst) 
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1 1 MILWAUKEE BRASS MANUFACTURING CO. 



FULLER DOUBLE BASIN COCKS 



NUMBER 7 



With China Handles 

Nickel Plated Each $13.50 



With Brass Handles 

Nickel Plated Each $12.00 




Fig. F-92 (Fire) 



Spout and Body Centers 4 Inches 



NUMBER 8 

With Brass Handles 

Nickel Plated Each $14.00 

With China Handles 

Nickel Plated Each $15.50 




Fig. F-90 (Finesse) 

Spout and Body Centers 4M Inches 



Furnished regularly with % inch I. P. Male Couplings. Other styles on page 180. 
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MILWAUKEE BRASS MANUFACTURING CO. 



FULLER DOUBLE BASIN COCKS 



NUMBER 9 




With Brass Handles 

Nickel Plated Each $13.00 



With China Handles 

Nickel Plated Each $14.50 



Fig. F-91 (Finger) Spout and Body Centers 4K Inches 



NUMBER 11 



Fig. F-94 



(Firkin) 3% Inch Centers 




With Brass Handles 

Nickel Plated Each $12.00 



With China Handles 

Nickel Plated Each $13.50 
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MILWAUKEE BRASS MANUFACTURING CO. 



FULLER BRACKET BASIN COCKS 

WITH STATIONARY SPOUT 



WITH ANY STYLE SHANK 
SHOWN ON PAGES 
46 TO 53 



With Brass Handle 

Nickel Plated... The Doz. $60.00 



With China Handle 

Nickel Plated... The Doz. $69.00 




WITH SWING SPOUT 



WITH ANY STYLE SHANK 
SHOWN ON PAGES 
46 TO 53 



With Brass Handle 

Nickel Plated... The Doz. $72.00 



With China Handle 

Nickel Plated... The Doz. $31.00 




Fig. F-98 (Fiscal) 



Regular Length of Spout 8 Inches to Back 
of Flange: if different Length is 
wanted, state dimension 



Flange, Nut and Bent Coupling 
Like Figs. F-16 or F-17, Pages 54 and 55 

Adds to Figs. F-96 and F-98 The Dozen $12.00 
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MILWAUKEE BRASS MANUFACTURING C0.| : 



FULLER DOUBLE BRACKET BASIN COCK 

WITH FEMALE OR MALE FLANGES, FOR IRON PIPE 




With Brass Handles 

Nickel Plated .... Each $12.00 



With China Handles 

Nickel Plated. .. .Each $13.50 




FULLER COMBINATION BASIN FIXTURE 

WITH % INCH I. P. FEMALE COUPLINGS 



Nickel Plated 

Side Supplies in Spout, like Fig. C-128, add to Fig. F-105 



Each $27.00 
“ 4.00 





MILWAUKEE BRASS MANUFACTURING CO. 



COMPRESSION COMBINATION BASIN FIXTURE 



WITH % INCH I. P. FEMALE COUPLINGS 




Fig. C-128 (Cogent) 



Regular distance between Centers 12 Inches. If different Centers are wanted, state dimension 



With C-168 Handles W’ith C-166 Handles 

Nickel Plated Each $31.00 Nickel Plated Each $32.30 

With C-165 Handles With C-167 Handles 

Nickel Plated Each $30.60 Nickel Plated Each $33.00 

China Button Waste Top, Like Fig. M-90, Page 189 

Deducts from Figs. C-128 and F-105 Each $ 0.50 

Front Supply in Spout, Like Fig. F-105 

Deducts from Fig. C-128 Each $ 4.00 





Fig. C-166 (Cypress) Fig. C-168 (Cytode) Fig. C-167 (Cyst) 



Fig. C-165 (Cynoid) 
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PRESSURE 

IROVtL) 



MILWAUKEE BRASS MANUFACTURING CO. 



COMPRESSION PANTRY COCKS 




NUMBER 1 

With Tee Handle 

Nickel Plated ... .The Dozen $45.00 

With Cross Handle 

Nickel Plated .... The Dozen $48.00 

With C-165 Handle 

Nickel Plated .... The Dozen $57.60 

With C-168 Handle 

Nickel Plated. . . .The Dozen $60.00 



Add For Stuffing Box 

The Dozen 




$4.20 



With C-167 Handle 

Nickel Plated .... The Dozen $72.00 



Fig. C-130 (Cohort) 




Fig. C-165 (Cynoid) 



Fig. C-168 (Cytode) Fig. C-167 (Cyst) 



Additional Styles of Handles shown on pages 174 and 175. 



MILWAUKEE BRASS MANUFACTURING CO. 



COMPRESSION PANTRY COCKS 



Nickel Plated 



Nickel Plated 



Nickel Plated 



Nickel Plated 



Nickel Plated 




NUMBER 2 
With Tee Handle 



The Dozen $54.00 

With Cross Handle 

The Dozen $57.00 

With C-165 Handle 

The Dozen $66.60 

With C-168 Handle 

The Dozen $69.00 

With C-167 Handle 

The Dozen $81.00 




Fig. C-131 (Coil) 



Add For Hose Spout 

The Dozen 

Add For Stuffing Box 

The Dozen 



$3.60 



$4.80 



Furnished regularly with *4 inch I. P. Male Couplings. Other styles on page 180. 



MILWAUKEE BRASS MANUFACTURING CO. 



FULLER PANTRY 




Fig. F-109 (Foai> 





Fig. F-171 (Furze) 



COCKS 



NUMBER O 



With Brass Handle 

Nickel Plated .... The Dozen $54.00 

With China Handle 

Nickel Plated ... .The Dozen $63.00 

Add For Hose Spout 

The Dozen $ 3.60 




Fig. F-172 (Fuse) 
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MILWAUKEE BRASS MANUFACTURING CO. 




Fig. F-110 (Foam) 




NUMBER O, WITH UNION IN BODY 

With Brass Handle With China Handle 

Nickel Plated The Dozen $60.00 Nickel Plated The Dozen $69.00 

Add For Hose Spout 

The Dozen $ 3 - 60 

Furnished regularly with 3 /4 inch I. P. Male Couplings. Other styles on page 180. 
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PRESSURE 

IroVED 



MILWAUKEE BRASS MANUFACTURING CO. 



FULLER PANTRY COCKS 




Fig. F-111 (Focus) 



NUMBER 1 



With Brass Handle 

Nickel Plated ... .The Dozen $54.00 

With China Handle 

Nickel Plated. . . .The Dozen $63.00 

Add For Hose Spout 

The Dozen $ 3.60 





Fig. F-171 (Furze) 




Fig. F-172 (Fuse) 



Fig. F-169 (Fury) 




MILWAUKEE BRASS MANUFACTURING CO. 



FULLER PANTRY COCKS 




Fig. F-112 (Fodder) 

NUMBER 2 

With Brass Handle With China Handle 

Nickel Plated The Dozen $60.00 Nickel Plated The Dozen $69.00 

Add For Hose Spout 

The Dozen $ 3.60 

Furnished regularly with *4 inch I. P. Male Couplings. Other styles on page 180. 
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MILWAUKEE BRASS MANUFACTURING CO. 



FULLER PANTRY COCKS 




Fig. F-114 (Folly) 



NUMBER 4, WITH UNION IN BODY 

With Brass Handle With China Handle 

Nickel Plated The Dozen $78.00 Nickel Plated The Dozen $87.00 

Add For Hose Spout 

The Dozen $ 3 - 60 

Furnished regularly with % inch I. P. Male Couplings. Other styles on page 180. 
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MILWAUKEE BRASS MANUFACTURING CO. 



FULLER PANTRY COCKS 



BRACKET, WITH STATIONARY SPOUT 



WITH ANY STYLE 
SHANK SHOWN ON 
PAGES 46 to 53 



With China Handle 

Nickel Plated... The Doz. $66.00 

With Brass Handle 

Nickel Plated... The Doz. $57.00 

Add For Hose Spout 

The Dozen $ 3.60 




Fig. F-115 ( Folt) 

Center of Siioiit to Wall 6 I nolle 



Flange, Nut and Bent Coupling 
Like Figs. F-16 or F-17, Pages 54 and 55 

Adds to Fig. F-115 The Dozen $12.00 



Swing Spout, Like on Fig. F-98, Page 129 

Adds to Fig. F-115 The Dozen $ 6.00 





Fig. F-169 (Fury) 



Fig. F-171 (Furze) 



Fig. F-172 (Fuse) 



Additional Styles of Handles shown on page 176. 
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MILWAUKEE BRASS MANUFACTURING CO. 



DOHERTY SELF CLOSING PANTRY COCKS 



Fig. D-40 (Dotard) 




Nickel Plated 



With Plain Spout 



The Dozen $69.60 



Nickel Plated 



With Hose Spout 



The Dozen $73.20 



Furnished regularly with *4 inch I. P. Male Couplings. Other styles on page 180. 
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| MILWAUKEE BRASS MANUFACTURING CO. 




PEERLESS SELF CLOSING PANTRY COCKS 

BOSTON PATTERN 




With P-41 Handle 

Nickel Plated The Dozen $64.80 



With P-43 Handle 

Nickel Plated The Dozen $70.80 



With P-44 Handle 

Nickel Plated The Dozen $75.00 



With P-47 Handle 

Nickel Plated The Dozen $89.40 



Add For Hose Spout 

The Dozen $ 3.60 



Ball Bearing Style 

Adds to Pig. P-40 The Dozen $ 9.60 

Fig. P-40 (Potter) 

Furnished regularly with % inch I. P. Male Couplings. Other styles on page 180. 




Fig. P-41 (Pucker) Fig. P-43 (Pullet) Fig. P-44 (Pulp) Fig. P-47 (Putter) 

Additional Styles of Handles shown on pages 178 and 179. 
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||S^ |"mitwaTIKFE brass manufacturing co j 



LEVIATHAN SELF CLOSING PANTRY COCKS 




Fig. L-25 (Lotus) 



Nickel Plated 



With Brass Handle 



The Dozen $69.60 



Nickel Plated 



With China Handle 



The Dozen $72.60 



The Dozen 



Add For Hose Spout 



Furnished regularly with % inch I. P. Male Couplings. 



$ 3.60 

Other styles on page 180. 



142 



MILWAUKEE BRASS MANUFACTURING CO. 



COMPRESSION DOUBLE PANTRY COCKS 



NUMBER 7 




NUMBER 8 




With C-165 Handles 



Nickel 


Plated 




$12.10 


Nickel 




With C-159 Handles 






Nickel 


Plated 




$10.50 


Nickel 




With C-168 Handles 






Nickel 


Plated 




$12.50 


Nickel 




With C-167 


Handles 






Nickel 


Plated 




$14.50 


Nickel 




Add For Hose Spout 






Each . 






$ 0.30 


Each 



With C-159 Handles 

Plated Each 

With C-165 Handles 

Plated Each 

With C-168 Handles 

Plated Each 

With C-167 Handles 

Plated Each 

Add For Stuffing Box 



$12.50 

r 

$14.10 

$14.50 

$16.50 

$ 0.70 




Fig. C-159 (Cymbal) Fig. C-165 (Cynoid) Fig. C-168 (Cytode) Fig. C-167 (Cyst) 
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DRESSum 

iROVtU 



MILWAUKEE BRASS MANUFACTURING CO. 




COMPRESSION DOUBLE 
SHAMPOO COCKS 






) 



NUMBER 8 

With C-159 Handles 

Nickel Plated Each 

With C-165 Handles 

Nickel Plated Each 



$13.25 

$14.85 




Number 7 
Fig. C-134 (Coler) 



NUMBER 7 



With C-165 Handles 

Nickel Plated, Each $13.85 

With C-159 Handles 

Nickel Plated, Each $12.25 



With C-168 Handles 

Nickel Plated, Each $14.25 

With C-167 Handles 

Nickel Plated, Each $16.25 



Number 8 

Fig. C-135 (Collate) 



With C-168 Handles 

Nickel Plated Each $15.25 

With C-167 Handles 

Nickel Plated Each $ 17 - 25 



Add For Stuffing Box Q ?() 

Each 

Bent Spout and Sprinkler Clamp, Like on Fig. C-134 ^ $ ^ 

Adds to Fig. C-135 

Fig. M-51 Sprinkler, Page 186, included in price. 




Fig. C-159 (Cymbal) Fig. C-165 (Cynoid) 




Fig. C-168 (Cytode) 
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MILWAUKEE BRASS MANUFACTURING CO. 



PRESSURE 

IROVtU 



COMPRESSION DOUBLE BRACKET SHAMPOO COCKS 

WITH I. P. MALE OR L. P. COUPLINGS 




With C-165 Handles 

Nickel Plated ... .Each $11.50 



With C-168 Handles 

Nickel Plated. .. .Each $11.90 



With C-159 Handles 

Nickel Plated .... Each $ 9.90 



Fig. C-136 (College) 

5K Inch Centers 



With C-167 Handles 

Nickel Plated Each $13.90 



WITH FEMALE OR MALE FLANGES, FOR IRON PIPE 




3 % Inch Centers 



With C-168 Handles 

Nickel Plated Each $15.40 

c 

With C-167 Handles 

Nickel Plated Each $17.40 



With C-165 Handles 

Nickel Plated Each $15.00 

With C-159 Handles 

Nickel Plated Each $13.40 



Each 



Deduct If Without Stuffing Box 



$ 0.80 



Fig. M-52 Sprinkler, Page 186, included in price. 
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RPJ!^! MILWAUKEE BRASS MANUFACTURING CO. 



COMPRESSION DOUBLE SHAMPOO COCKS 




Slip Joints permit Centers up to 
14 Inches 




With C-164 Handles With C-168 Handles 

■ Nickel Plated Each $23 00 Nickel Plated Each $24.50 

With C-159 Handles With C-167 Handles 

Nickel Plated Each $21.50 Nickel Plated Each $27.50 



Each 



Add For Stuffing Box 



$ 1.05 



Tee In Arch Instead Of Stop, Like Fig. C-139 

Deducts from Fig. C-138 with C-164 Handle 



Each 



$ 3.00 



Fig. M-52 Sprinkler, Page 186, included in price. 




Fig. C-159 (Cymbal) Fig. C-164 (Cynic) Fig. C-168 (Cytode) Fig. C-167 (Cyst) 

Additicnal Styles of Handles shown on pages 174 and 175. 
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MILWAUKEE BRASS MANUFACTURING CO. 



PRESSURE 

roVE 



COMPRESSION DOUBLE BASIN AND SHAMPOO COCKS 




With C-159 Handles 

Nickel Plated Each $27.00 

With C-164 Handles 

Nickel Plated Each $29.00 

With C-168 Handles 

Nickel Plated Each $31.00 

With C-167 Handles 

Nickel Plated Each $35.00 

Add For Stuffing Box 

Each $ 1.40 

Stop In Arch Instead Of Tee, Like Fig. C-138 

Adds to Fig. C-139, if with C-159 Handle Each $ 2.50 

Adds to Fig. C-139, if with C-164 Handle “ 3.00 

Fig. M-52 Sprinkler, Page 186, included in price. 



Furnished regularly with 14 Inch I. P. Male Couplings. Other styles on page 180. 



147 




MILWAUKEE BRASS MANUFACTURING CO. 



FULLER DOUBLE PANTRY COCKS 



NUMBER 7 




NUMBER 8 




Fig. F-116 (Foment) 



With China Handles 

Nickel Plated Each $12.25 



With Brass Handles 

Nickel Plated Each $12.75 



With Brass Handles 

Nickel Plated Each $10.75 



With China Handles 

Nickel Plated Each $14.25 



Each 



Add For Hose Spout 



$ 0.30 



Furnished regularly with % inch I. P. Male Couplings. Other styles on page 180. 
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FULLER DOUBLE PANTRY COCKS 



Nickel 



Nickel 




Fig. F-118 (Fondle) 3 % Inch Centers 



WITH LEAD PIPE OR ROUGH I. P. MALE COUPLINGS 
With Brass Handles 

Plated Each $ 12 - 00 



Plated 



With China Handles 



Each $13.50 



Each 



Add For Hose Spout 



$ 0.30 



HOI 



PRESSURE 

IroVED 



MILWAUKEE BRASS MANUFACTURING COT 



FULLER DOUBLE SHAMPOO COCKS 



NUMBER 7 



NUMBER 8 




Fig. F-119 (Fondu) 



Fig. F-120 (Font) 



With China Handles 

Nickel Plated Each $14.00 



With Brass Handles 

Nickel Plated Each $13.50 



With Brass Handles 

Nickel Plated Each $12.50 



With China Handles 

Nickel Plated Each $15.00 



Bent Spout and Sprinkler Clamp, Like On Fig. F-119 

Adds to Fig. F-120 Each $ 100i 



Fig. M-51 Sprinkler, Page 136, included in price. 

Furnished regularly with % inch I. P. Male Couplings. Other styles on page 180. 



MILWAUKEE BRASS MANUFACTURING CO. 




FULLER DOUBLE SHAMPOO COCKS 



NUMBER 9 



NUMBER 12 





Fig. 121 (Food) 



Fig. F-122 (Fop) 



With Brass Handles 

Nickel Plated Each $14.50 

With China Handles 

Nickel Plated Each $16.00 



With Fuller Handle Brass 

Nickel Plated Each $23.00 

With Fuller Handle China 

Nickel Plated Each $23.75 



Sprinkler Clamp, Like On Fig. F-121 

Adds to Fig. F-122 Each $ 0.50 

Fig. F-122 can be furnished with Compression instead of Fuller Stop, or with Fuller instead of 

Compression Base, at same price. 

Fig. M-51 Sprinkler, Page 186, included in price. 

Furnished regularly with % inch I. P. Male Couplings. Other styles on page 180. 
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MILWAUKEE BRASS MANUFACTURING CO. 




FULLER BRACKET SWING SHAMPOO COCKS 

WITH ANY STYLE SHANK SHOWN ON PAGES 46 TO 53 

With Brass Handle 

Nickel Plated The Doz. $81.00 

With China Handle 

Nickel Plated The Doz. $90.00 



Fig. F-125 (Forage) 

Regular Length of Spout 8 inches to Back of 
Flange; if different Length is wanted, 
state dimension 



Flange, Nut and Bent Coupling, Like Figs. F-16 or F-17, Pages 54 and 55 

Adds to Fig. F-125 The Dozen $12.00 



WITH FEMALE OR MALE FLANGES, FOR IRON PIPE 




With Brass Handles 

Nickel Plated Each $12.50 

With China Handles 

Nickel Plated Each $14.00 



Fig. M-52 Sprinkler, Page 186, included in price of Fig. F-127. 
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FULLER DOUBLE BASIN AND SHAMPOO COCKS 



WITH UNIONS IN FULLER COCKS 
WITH COMPRESSION STOPS 




Regular Distance between Centers 12 inches. If different 
Centers are wanted, state dimension 



Nickel Plated 



With China Handles 



Each $45.00 



Nickel Plated 



With Brass Handles 



Each $42.00 



Fig. M-53 Sprinkler, Page 186, included in price. 



Furnished regularly with ^4 inch I. P. Male Couplings. Other styles on page 180. 



PRESSURE 

Proved 



MILWAUKEE BRASS MANUFACTURING CO. 



FULLER DOUBLE BASIN AND SHAMPOO COCKS 



FOR ONE BASIN 



FOR TWO BASINS 





Fig. F-130 (Forest) 



Fig. F-131 (Fork) 



With Brass Handles 

Nickel Plated Each $25.00 



With Brass Handles 

Nickel Plated Each $30.00 



With China Handles 

Nickel Plated Each $28.00 



With China Handles 

Nickel Plated Each $33.75 



Sprinkler Clamp, Like On Fig. F-127, Page 152 

Adds to Figs. F-130 and F-131 Each $ 0.50 

Fig. M-53 Sprinkler, Page 186, included in price. 



Furnished regularly with !4 inch I. P. Male Couplings. Other styles on page 180. 
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MILWAUKEE BRASS MANUFACTURING CO. 



FULLER DOUBLE BASIN AND SHAMPOO COCKS 



WITH CHINA BUTTON HANDLE COMPRESSION BASE 




FOR ONE BASIN 



FOR TWO BASINS 



Fig. F-132 (Fortune) 



Fig. F-133 (Fossil) 



With Fuller Handles Brass 

Nickel Plated Each $28.00 



With Fuller Handles Brass - 

Nickel Plated Each $33.00 



With Fuller Handles China 

Nickel Plated Each $29.50 



With Fuller Handles China 

Nickel Plated Each $35.25 



Sprinkler Clamp, Like On Fig. F-127, Page 152 

Adds to Figs. F-132 and F-133 Each $ °- 50 



Fig. M-53 Sprinkler, Page 186, included in price. 

Compression Cocks can be furnished instead of Fuller in the Spouts at same price. 

Furnished regularly with % inch I. P. Male Couplings. Other styles on page 180. 






P r RESSI | m1LWAUK ee brass manufacturing coj 



COMPRESSION DOUBLE BATH COCKS 

NUMBER 3 H INCH SIZE 




Fig. C-142 (Cubit) 

3 % Inch Centers 

WITHOUT COUPLINGS, WITH LOCKNUTS 
With C-164 Handles 

Nickel Plated Each $6 ' 80 

With Brass Cross Handles 

Nickel Plated Each $5 ’ 80 

With C-165 Handles 

Nickel Plated Each $7 ’ 40 

With C-168 Handles 

Nickel Plated Each $7 ' 80 

With C-167 Handles 

Nickel Plated Each $ 9 ’ 80 

Add For Stuffing Box 

Each $a8 ° 

*•* 

w — v itj 

Fig. C-164 (Cynic) Fig. C-165 (Cynoid) Fig. C-168 (Cytode) Fig. C-167 (Cyst) 

Additional Styles of Handles shown on pages 174 and 175. 




For Couplings, see page 184. 



MILWAUKEE BRASS MANUFACTURING CO. 



COMPRESSION DOUBLE BATH COCKS 




NUMBER 6 14 INCH SIZE 



Fig. C-146 (Cue) 

3% Inch Centers 

WITHOUT COUPLINGS, WITH LOCKNUTS 



With C-165 Handles 

Nickel Plated Each $ 8.45 

With C-164 Handles 

Nickel Plated Each $ 7.85 

With C-168 Handles 

Nickel Plated Each $ 8.85 



With C-167 Handles 

Nickel Plated Each $10.85 

Jewel Cup or Chain Stay 

Adds to Figs. C-142 and C-146 Each $ 0.80 



For Couplings, see page 184. 
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COMPRESSION DOUBLE BATH COCKS 



NUMBER O >4 INCH SIZE 




Fig. C-140 (Comb) 

3% Inch Centers 



WITHOUT COUPLINGS. 
WITH LOCKNUTS 

With Brass Cross Handles 

Nickel Plated Each $ 5.00 

With C-164 Handles 

Nickel Plated Each' $ 6.00 

With C-168 Handles 

Nickel Plated Each $ 7.00 

With C-167 Handles 

Nickel Plated . . • Each $ 9.00 



NUMBER 9 



i/ 2 INCH SIZE 




WITHOUT COUPLINGS, 
WITH LOCKNUTS 

With Brass Cross Handles 

Nickel Plated Each $ 5.55 

With C-164 Handles 

Nickel Plated Each $ 6.55 

With C-168 Handles 

Nickel Plated Each $ 7.55 

With C-167 Handles 

Nickel Plated Each $ 9.55 



Fig. C-149 (Cuirass) 

3% Inch Centers 



Each 



Add For Stuffing Box 



$ 0.80 




Fig. C-164 (Cynic) 




Fig. C-165 (Cynoid) 




Fig. C-168 (Cytode) 




Fig. C-167 (Cyst) 



Additional Styles of Handles shown on pages 174 and 175, 

For Couplings, see page 184. 



MILWAUKEE BRASS MANUFACTURING CO. 



COMPRESSION DOUBLE BATH COCKS 

NUMBER 5 14 INCH SIZE 

WITH LEAD PIPE OR ROUGH I. P. MALE COUPLINGS 




Fig. C-144 (Cudge: ) 



r» 1 -j Inch Centers 



With Brass Cross Handles 

Nickel Plated Each $7.60 



With C-168 Handles 

Nickel Plated Each $ 9.60 



With C-164 Handles 

Nickel Plated Each $3.60 



With C-167 Handles 

Nickel Plated Each $11.60 



Each 



Add For Stuffing Box 



$ 0.80 



NUMBER 12 FULL INCH SIZE 



WITHOUT COUPLINGS, WITH LOCKNUTS 




Fig. C-152 (Cur) 3 % Inch Centers 



With C-169 Handles, 

Nickel Plated 



Fig. C-152 
...Each $12.00 



With C-168 Handles 

Nickel Plated Each $11.40 



With C-165 Handles 

Nickel Plated Each $11.00 



With C-167 Handles 

Nickel Plated Each $13.40 



For Couplings, see page 184. 
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MILWAUKEE BRASS MANUFACTURING CO. 



COMPRESSION DOUBLE BATH COCKS 



NUMBER 4 V 2 INCH SIZE 



Nickel Plated 
Nickel Plated 
Nickel Plated 
Nickel Plated 
Nickel Plated 
Each 




WITHOUT COUPLINGS, WITH LOCKNUTS 
With Brass Cross Handles 



With C-164 Handles 



With C-165 Handles 



With C-168 Handles 



With C-167 Handles 



Add For Stuffing Box 



Each 
Each 
Each 
, Each 
, Each 



$ 8.60 
$ 9.60 
$10.20 
$10.60 
$12.60 
$ 0.80 




Fig. C-164 (Cynic) Fig. C-165 (Cynoid) Fig. C-168 (Cytcde) Fig. C-167 (Cyst) 

Additional Styles of Handles shown on pages 174 and 175. 

For Couplings, see page 1S4. 
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MILWAUKEE BRASS MANUFACTURING CO. 



Ism 



COMPRESSION DOUBLE BATH COCKS 




NUMBER 7 



14 INCH SIZE 



WITHOUT COUPLINGS, WITH LOCKNUTS 



With C-165 Handles 

Nickel Plated Each $12.65 

With C-164 Handles 

Nickel Plated Each $12.05 

With C-168 Handles 

Nickel Plated Each $13.05 

With C-167 Handles 

Nickel Plated Each $15.05 

Without Jewel Cup 

Deducts from Figs. C-143 and C-147 Each $ 0.80 

Plain Nozzle, Like On Fig. C-143 

Deducts from Fig. C-147 Each $ 1.40 



For Couplings, see page 184. 



Irovi 



MILWAUKEE BRASS MANUFACTURING Cd| 



COMPRESSION DOUBLE BATH COCKS 




WITHOUT COUPLINGS, WITH LOCKNUTS 



NUMBER 10 



s/ 8 INCH SIZE 



With C-165 Handles 

Nickel Plated Each $ 12 - 30 

With C-159 Handles 

Nickel Plated $10.70 

With C-170 Handles 

Nickel Plated $13.30 

With C-167 Handles 

Nickel Plated Each $14 - 70 

Without Stuffing Box 

Deducts from Figs. C-150 and C-151 Each $ 0.90 




Fig. C-159 (Cymbal) Fig. C-165 (Cynoid) Fig. C-170 (Cyvel) Fig. C-167 (Cyst) 

Additional Styles of Handles shown on pages 174 and 175. 

For Couplings, see page 184. 
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MILWAUKEE BRASS MANUFACTURING CO. 



iRESSUg 

*oVE 



COMPRESSION DOUBLE BATH COCKS 

NUMBER 11 H INCH SIZE 



WITH OFFSET SHANKS AND BALL ELBOW COUPLINGS 




With C-170 Handles 

Nickel Plated Each $19.10 

With C-159 Handles 

Nickel Plated Each $16.50 

With C-165 Handles 

Nickel Plated Each $18.10 

With C-167 Handles 

Nickel Plated Each $20.50 

Jewel Cup or Chain Stay 

Adds to Figs. C-150 and C-151 Each $ 0.80 

Plain Nozzle, Like On Fig. C-150 

Deducts from Fig. C-151 Each $ 1.40 



With Center Piece and Stuffing Box like on Fig. C-147, page 161, same price as Fig. C-151. 



feOVEl 



MILWAUKEE BRASS MANUFACTURING CO. 



FULLER DOUBLE BATH COCKS 

NUMBER 414 




Fig. F-140 (Fuddle) 

3 % Inch Centers 



WITHOUT COUPLINGS, WITH LOCKNUTS 

STANDARD PATTERN, V 2 INCH SIZE 

With Brass Handles 

Nickel Plated Each $7.50 

With China Handles 

Nickel Plated Each $9.00 



EXTRA PATTERN, % INCH SIZE 



With Brass Handles 

Nickel Plated Each $8.00 

• With China Handles 

Nickel Plated Each $9.50 

Without Jewel Cup 

Deducts from Figs. F-140 and F-149 Each $0.50 



For Couplings, see page 184. 
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1 MILWAUKEE BRASS MANUFACTURING CO. 




FULLER DOUBLE BATH COCKS 

NUMBER 4J4, WITH ROUND BODY 




Fig. F-149 (Fumble) 

3% Inch Centers 



WITHOUT COUPLINGS, WITH LOCKNUTS 

STANDARD PATTERN, V 2 INCH SIZE 

With Brass Handles 

Nickel Plated Each $ 9.50 

With China Handles 

Nickel Plated Each $11.00 

EXTRA PATTERN, % INCH SIZE 



With Brass Handles 

Nickel Plated Each $10.00 

With China Handles 

Nickel Plated Each $11.50 

Plain Nozzle, Like On Fig. F-140 

Deducts from Fig. F-149 Each $ 1.40 



For Couplings, see page 184. 



Pp 



roVTO 1 I milwaukee BRASS MANUFACTURING CO. 



FULLER DOUBLE BATH COCKS 



NUMBER 414, WITH SOLID OVAL CUP 



Fig. F-143 (Fuel) 

3% Inch Centers 




WITHOUT COUPLINGS, WITH LOCKNUTS 



STANDARD PATTERN, INCH SIZE 

With Brass Handles 

Nickel Plated Each $ 8.25 

With China Handles 

Nickel Plated Each $ 9.75 



EXTRA PATTERN, % INCH SIZE 

With Brass Handles 

Nickel Plated Each $ 8.75 

With China Handles 

Nickel Plated Each $10.25 

For Couplings, see page 184. 
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MILWAUKEE BRASS MANUFACTURING C0.[ 



FULLER DOUBLE BATH COCKS 

NUMBER 4 y 2 , WITH LOOSE TRAY SQUARE SOAP CUP 




Fig. F-145 (Fulgid) 

3 % Inch Centers 

WITHOUT COUPLINGS, WITH LOCKNUTS 

STANDARD PATTERN, Ms INCH SIZE 



Nickel Plated 



Nickel Plated 



With Brass Handles 



.Each $10.25 



With China Handles 



.Each $11.75 



EXTRA PATTERN, % INCH SIZE 

With Brass Handles 

Nickel Plated Each $10.75 

With China Handles 

Nickel Plated Each $12-25 

For Couplings, see page 184. 
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PRESSURE 

iROVtD 



MILWAUKEE BRASS MANUFACTURING CO. 



FULLER DOUBLE BATH COCKS 

NUMBER 414, WITH WIDE CENTERS, s / 8 INCH SIZE 




Fig. F-150 (Fume) 



WITHOUT COUPLINGS, WITH LOCKNUTS 



With Brass Handles 

Centers Inches 4y 2 5 

Nickel Plated Each $ 9.50 10.00 



5V 2 6 

10.50 11.00 



With China Handles 

Centers Inches 4y> 5 

Nickel Plated Each $11.00 11.50 



5y 2 

1200 



6 

12.50 




Fig. F-169 (Fury) 



Fig. 




F-171 (Furze) Fig. F-172 (Fuse) 



Additional Styles of Handles shown on page 176. 



For Couplings, see page 184. 
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MILWAUKEE BRASS MANUFACTURING CO. 



FULLER DOUBLE BATH COCKS 

NUMBER 414, WITH SHUT OFF IN SHANKS 




Fig. F-151 (Fund) 

3 ; *s Inch Centers 



WITH FEMALE SHANKS FOR y 2 OR */ A INCH I. P. 



Nickel Plated 



With Brass Handles 



Each $23.00 



Nickel Plated 



With China Handles 



Each $24.50 



By means of the Loose Key, the supply from concealed pipes can be shut off outside of the 

wall, in order to repack the cock. 



These Integral Shut Off Shanks can be furnished on any style Compression or Fuller Bath 
Cock at an addition of $15.00 each to the price of the Bath Cock without Couplings. 




MILWAUKEE BRASS MANUFACTURING CO. 



COMPRESSION DOUBLE SLOP SINK COCKS 

WITH UNIONS IN SHANKS, V 2 INCH SIZE 




Fig. C-153 (Cuisine) 

434 Inch Centers 

Center of Spout to Wall 7 l A Inches 



WITH FEMALE OR MALE FLANGES, FOR IRON PIPE 



With C-165 Handles 

Nickel Plated Each $13.00 

With C-159 Handles 

Nickel Plated Each $11.40 



With C-168 Handles 

Nickel Plated Each $13.40> 

With C-167 Handles 

Nickel Plated Each $15.40. 



Each 



Add For Hose Spout 



$ 0.80- 



Long Spout, Pail Hook and Brace, Like On Fig. F-160, Page 173 

Center of Spout to Wall 1014 Inches 

Each $ 2.00' 



Adds to Fig. C-153 




Fig. C-167 (Cyst) 



Fig. C-159 (Cymbal) Fig. C-165 (Cynoid) Fig. C-168 (Cytode) 

Additional Styles of Handles shown on pages 174 and 175. 
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MILWAUKEE BRASS MANUFACTURING CO. 



PRESSURE 

roVED 



COMPRESSION DOUBLE SLOP SINK COCKS 

WITH UNIONS IN BODY, % INCH SIZE 




Fig. C-155 (Cusp) 



Regular Centers 8 Inches. Can be furnished up to 12 Inches 
Center of Spout to Wall 7 Inches 



WITH FEMALE OR MALE FLANGES, FOR IRON PIPE 
With C-165 Handles 

Nickel Plated Each $20.00 

With C-159 Handles 

Nickel Plated Each $18.40 

With C-168 Handles 

Nickel Plated Each $20.40 

With C-167 Handles 

Nickel Plated Each $22.40 

Add For Stuffing Box 

Each , $ 0.90 

Add For Hose Spout 

Each $ 0.80 

Long Spout, Pail Hook and Brace, Like On Fig. F-160, Page 173 

Center of Spout to Wall 9% Inches 

Adds to Fig. C-155 Each $ 2.00 

Any Style Shank shown on pages 46 to 53 can be furnished at same price. 

The Unions on Figs. C-153 and C-155 permit all connections to be made outside of Wall. 
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COMPRESSION DOUBLE SLOP SINK COCKS 



WITH UNIONS ON SUPPLIES 

»/4 INCH SIZE 



Supplies, 1134 Inch Centers 
Center of Spout to Wall, 1134 Inches 




WITH y 4 INCH I. P. FEMALE COUPLINGS 

With China Button Six Ball Handles, Fig. C-154 

Nickel Plated Each $45.00 

With C-165 Handles With C-170 Handles 

Nickel Plated Each $43.30 Nickel Plated Each $44.30 

With C-167 Handles 

Nickel Plated Each $45.70 

Add For Hose Spout 

Each $ °- 80 

Short Spout, Like On Fig. C-155, Page 171 

Center of Spout to Wall, 8% Inches 

Deducts from Fig. C-154 Each $ 2.00 



MILWAUKEE BRASS MANUFACTURING CO. 




FULLER DOUBLE SLOP SINK COCKS 



WITH UNIONS IN SHANKS 




Fig. F-160 (Funnel) 

434 Inch Centers 

Center of Spout to Wall 10 Inches 



WITH FEMALE OR MALE FLANGES, FOR IRON PIPE 
With Brass Handles 

Nickel Plated Each $12.50 

With China Handles 

Nickel Plated Each $14.00 

Add For Hose Spout 

Each $ 0.80 

Short Spout, Like On Fig. C-155, Page 171 

Center of Spout to Wall 734 Inches 

Deducts from Fig. F-160 Each $ 2.00 



The Unions in Shanks permit all connections to be made outside of Wall. 




COMPRESSION HANDLES 



TEE 



Fig. C-158 (Cute) 



POLISHED ROUGH 

LOOSE KEY LOOSE KEY 




Fig. C-160 (Cycle) 



nr 

Fig. C-161 (Cycloid) 



JAPANNED 
IRON WHEEL 




Fig. C-171 (Cytul) 



LIGHT BRASS WHEEL, 
FINISHED ONE SIDE 




Fig. C-163 (Cymule) 



HEAVY BRASS WHEEL. 
FINISHED TWO SIDES 




Fig. C-172 (Cytose) 



CHINA BUTTON 
WHEEL 




Fig. C-162 (Cyclops) 





Finished or Nickel Plated (Except Fig. C-171) 






Inches % 


V2 


% % 


1 




The Dozen $2 40 


2,40 


3.00 3.00 


6.00 


T?icr 0-1 fiO 


“ 6.00 


6.00 


6.60 6.60 


15.00 


ITier 0-1 fil 


“ 3 00 


3.00 


300 3.00 


7.20 


TTier 0-1 71 . . 


“ 2.40 


2.40 


3.00 3.00 


6.00 


r lg. L j -± l J- •••••••■ 

TTier 0-1 fi.9 


“ 4.80 


5.40 


6.60 7.80 


27.00 


TTier 0-179 


“ 7.20 


7.80 


9 00 10.20 


30.00 


TTier 0-1 fi9 


“ 14.40 


15 CO 


16 20 17.40 


36.60 












Compression Work is regularly furnished with Handles as shown on Figs. C-l to C-155. 
If any other style is wanted, the difference in price, is added to the Cock with the exception 
of the Loose Key, Figs. C-160 and C-161, to which latter the extra price of the Cap and Stem 



is also addfd. 
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MILWAUKEE BRASS MANUFACTURING CO. 



COMPRESSION HANDLES 



BRASS CROSS 




Fig. C-159 (Cymbal) 



SMALL FOUR BALL, 
CHINA BUTTON 




Fig. C-164 (Cynic) 



LARGE FOUR BALL, 
CHINA BUTTON 




Fig. C-165 (Cynoid) 



FOUR WING, 
CHINA BUTTON 

Fig. C-169 (Cyvar) 



SIX BALL, 
CHINA BUTTON 




Fig. C-166 (Cypress) 



SMALL FOUR ARM, 
ALL CHINA 




Fig. C-168 (Cytode) 




LARGE FOUR ARM, 
ALL CHINA 



Fig. C-170 (Cyvel) 



CHINA TIP FOUR ARM, 
CHINA BUTTON 



Fig. C-167 (Cyst) 




Finished or 

Fig. C-159 The Dozen $ 5.40 

Fig. C-165 “ 15.00 

Fig. C-166 “ 25.20 

Fig. C-170 “ 21.00 



Nickel Plated 



Fig. C-164 The Dozen $11.40 

Fig. C-169 “ 21.00 

Fig. C-168 “ 17.40 

Fig. C-167 “ 29.40 



Compression Work is regularly furnished with Handles as shown on Figs. C-l to C-155. 
If any other style is wanted, the difference in price, is added to the Cock with the exception 
of the Loose Key, Figs. C-160 and C-161, to which latter the extra price of the Cap and Stem 
is also added. 




BRASS 



FULLER HANDLES 

BRASS EBONY 



CHINA 



Fig. F-164 (Fur) 





Fig. F-165 (Furbish) Fig. F-166 (Furcate) Fig. F-167 (Furrow) 



CHINA 



CHINA 



CHINA 



CHINA 







Fig. F-169 (Fury) Fig. F-171 (Furze) Fig. F-172 (Fuse) Fig. F-173 (Fusel) 



Finished or Nickel Plated 



Fig. F-164 . . 
Fig. F-165 . 
Fig. F-166 . . 
Fig. F-167 .. 
Fig. F-169 . 
Fig. F-171 . 
Fig. F-172 . 
Fig. F-173 . 



.The Dozen $ 4.80 

4.80 
18.00 

13.80 

13.80 

13.80 

13.80 

22.80 



Fuller Work is regularly furnished with Handles as shown on Figs. F-2 to F-160. If any 
other style is wanted, the difference in price, at shown above, is added to the Cock. 



170 





MILWAUKEE BRASS MANUFACTURING CO. 



FULLER TRIMMINGS 



ECCENTRICS 

Size Inches y 2 % . % 1 

Finished or N. P.The Dozen $3.00 3.00 4 20 9.00 



Fig. F-175 (Fusion) 



BALL STEMS 



Size Inches 

With Balls The Dozen 

Without Balls ... 



y 2 

$3 00 
2.40 



3.60 

3.00 



% 

4.20 

3.60 



1 

9.00 

7.80 



Fig. F-176 (Fustian) 



LONG BALL STEMS 

Size Inches V 2 

With Balls The Dozen $6.00 



EXTENSIONS 

Finished 



Size 




y 2 


% 


% 


1 y 2 Inches Lone. . . 




6.00 


6.60 


11.40 


2 Inches Long. . 


“ 


7.20 


8.40 


13.80 


2 V 2 Inches Long. . . . 


“ 


8.40 


10.20 


16.20 


3 Inches Long. . . . 


Nickel Plated 


9.60 


12.00 


18.60 


Size 




y 2 


% 


% 


iy 2 Inches Long - • . 


The Dozen $ 


7.80 


8.40 


13.20 


2 Inches Long... 





9.00 


10.20 


15.60 


2 V 2 Inches Long. . . 


“ 


10.20 


12.00 


18.00 


3 Inches Long. . . 


“ 


11.40 


13.80 


20.40 



Fig. F-178 (Futile) 




Fig. F-177 (Fuzz) 
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IroVEI 



MHWAI1KFF BRASS MANUFACTURING CQ|i 



PEERLESS SELF CLOSING HANDLES 

BOSTON PATTERN 




SMALL FOUR BALL, 
CHINA BUTTON 




Fig. P-48 (Putty) 



LARGE FOUR BALL, 
CHINA BUTTON 




Fig. P-44 (Pulp) 



CHINA TIP FOUR ARM, 
CHINA BUTTON 




Fig. P-47 (Putter) 



CHINA LEVER 




Fig. P-49 (Puzzle) 



Fig. P-43 
Fig. P-42 
Fig. P-48 
Fig. P-44 
Fig. P-47 
Fig. P-49 



Add To Cocks With Fig. P-41 Tee Handle 

The Dozen $ 6.00 

“ 6.00 

“ 10.20 

. . . . . . . . . . . T. . “ 10.20 

“ 24.60 

“ 14.40 



With Brass Instead Of China Button, Like Fig. R-45 



Deduct from Figs. P-48, P-44 and P-47 



The Dozen $ 3.00 



All Peerless, Boston Pattern, Self Closing Work can be furnished with any of above styles of 
Handles at the corresponding difference in price of Handles. 
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MILWAUKEE BRASS MANUFACTURING CO. IJfi 



BALL BEARING SELF CLOSING HANDLES 



TEE 



BRASS 
FOUR BALL 



CROWN, CROWN, 

BRASS BUTTON CHINA BUTTON 





Fig. R-41 (Rub) 



Fig. R-43 (Ruck) 




Fig. R-45 (Rug) Fig. R-46 (Ruin) 



FOUR BALL, 
CHINA BUTTON 



CHINA TIP FOUR ARM, 
CHINA BUTTON 



CHINA LEVER 





Fig. R-47 (Rule) 



rd ba"" 

Fig. R-49 (Ruse) 



Fig. R-44 (Rude) 



Add To Cocks With Fig. R-41 Tee Handle 



Fig. R-43 The Dozen $ 7.20 

Fig. R-45 “ 7.20 

Fig. R-46 “ - 10.20 

Fig. R-44 “ 10.20 

Fig. R-47 “ 24.60 

Fig. R-49 “ 14.40 



With Brass Instead Of China Button, Like Fig. R-45 

Deduct from Figs. R-44 and R-47 The Dozen $ 3.00 



All Ball Bearing Self Closing Work can be furnished with any of above styles of Handles at; 
the corresponding difference in price of Handles. 




RESSURE 

oVED 



MILWAUKEE BRASS MANUFACTURING CQ| 



BASIN COCK COUPLINGS 



TAIL, ONLY 




LEAD PIPE 




y A INCH I. P. 




I. P. MALE WITH 
SHOULDER 



Fig. M-3 (Macron) Fig. M-4 (Madam) Fig. M-5 (Madness) 




I. P. FEMALE REDUCER 





ANGLE STRAIGHT 

SLIP JOINT SLIP JOINT 





Fig. M-7 (Magnet) 


Fig. M-8 (Maiden) 


Fig. M-9 (Malay) 


Fig. M-9/ 2 


(Major) 










Rough Nickel Plated 


Fig. M-3, % inch I. 
Fig. M-4, Lead Pipe 
Fig. M-5, inch I. 

Fig. M-6, % inch I. 
Fig. M-6, y 2 inch I. 
Fig. M-7, % inch I. 
Fig. M-7, y 2 in*ch I. 
Fig. M-8, % inch I. 
Fig. M-8, y 2 inch I. 
Fig. M-9, % inch I. 
Fig. M-9y 2 , % inch 


p 




The Dozen $ 1.80 


2.40 






“ 


3.60 


4.80 


p 




“ 


3.60 


4.80 






“ 


6.00 


8.40 


p 






7.20 


9.60 


p 






6.60 


9.00 


P 






7.80 


10.20 


P 






2.40 


3.60 


p 




“ 


3.60 


4.80 


p 




“ 


6.00 


9.00 


I. P 




“ 


6.60 


9.00 










Prices of Figs. M-9 


and 


M-9'/ 2 include Rubber Washers and Brass 


Friction Rings, 


but do not 



include Coupling Nuts. 

Basin Cocks are regularly furnished with Fig. M-5 Couplings. 
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MILWAUKEE BRASS MANUFACTURING C0.[ 



SLIP JOINT CONNECTIONS 



COUPLINGS 




Fig. M-10 (Malice) 



Size, I. P. Thread . . 


. . .Inches 


% 


% 


y 2 


y 2 


y 2 


% 


% 


Size, Slip Joint 


. . . Inches 


A to A 


% to H 


hv to A 


% to \b 


% to % 


% to % 


1 to 1 A 


Nickel Plated 


.... Each 


$0.55 


0.60 


0.70 


0.75 


0.85 


1.15 


1.40 



NUTS 




Fig. M-11 (Malign) 



Size, I. P. Thread.. 


. . . Inches 


% 


X /2 


% 


1 


iy. 


iy 2 


Size, Slip Joint 


. . . Inches 


A to y 2 


A to % 


y 2 to % 


% to 1 


1 to 1% 


1% to iy 2 


Rough 




$0.15 


0.20 


0.25 


0.35 


0.40 


0.50 


Nickel Plated 


u 


0.20 


0.25 


0.35 


0.45 


0.50 


0.60 



ELBOWS 




Fig. M-12 (Mall) 



Size, I. P. Thread Inches % % 

Size, Slip Joint Inches A to V 2 A to A 

Nickel Plated Each $0.80 0.85 



y 2 y 2 

A to y 2 ill to U 

0.85 0.90 



Holes in Slip Joint End are furnished any size within above limits and increasing by A inch. 
When ordering state OUTSIDE diameter of Tubing for Slip Joint End. 



Prices include Rubber Washers and Brass Friction Rings. 





MILWAUKEE BRASS MANUFACTURING CO. 



BASIN COCK SUPPLY PIPES 

STRAIGHT, TO FLOOR 



PLAIN WITH STOP WITH AIR WITH AIR 

CHAMBER CHAMBER 

AND STOP 




Fig. M-15 (Mallard) Fig. M-16 (Mammal) Fig. M-17 (Mandrake) Fig. M-18 (Maple) 

NICKEL PLATED 

% Inch Size Brazed, No. 14 Gauge Seamless, Full Weight 

Fig. M-15 The Pair $3.15 4.15 

Fig. M-16 “ 7.15 8.15 

Fig. M-17 “ 6.50 8.00 

Fig. M-18 “ 10.50 12.00 



Bulb Air Chambers 



Add to Figs. M-15, M-16, M-19 and M-20 



The Pair $4.75 




MILWAUKEE BRASS MANUFACTURING CO. 



j roVED 



BASIN COCK SUPPLY PIPES 

ANGLE, TO WALL 



PLAIN 

9 



Fig. M-19 (Mare) 



WITH STOP 

w 



Fig. M-20 (Mascot) 



WITH AIR 
CHAMBER 




WITH AIR 
CHAMBER 
AND STOP 




NICKEL PLATED 



% Inch Size Brazed, No. 14 Gauge Seamless, Full Weight 

Fig. M-19 The Pair $ 3.65 4.65 

Fig. M-20 “ 7.15 8.15 

Fig. M-21 “ 6.50 8.00 

Fig. M-22 “ 10.50 12.00 




Fig. C-164 (Cynic) 



Fig. C-168 (Cytode) 



Fig. C-167 (Cyst) 





Add For China Handles On Stops 



Fig. C-164 
Fig. C-168 
Fig. C-167 
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The Pair $0.70 
“ 1.70 

“ 3.70 



PRESSURE 

m'GSftO 



MILWAUKEE BRASS MANUFA CTURING CO . 



BATH COCK COUPLINGS 



NUT, ONLY 



(3 

Fig. M-23 (Mate) 



LEAD PIPE 




Fig. M-25 (Meadow) 



MALE 
IRON PIPE 




Fig. M-26 (Medal) 



FEMALE 
IRON PIPE 




Fig. M-27 (Medley) 



45° ELBOW ONE PIECE OFFSET BALL ELBOW 




Fig. M-29 (Melon) Fig. M-30 (Membrane) Fig. M-31 (Memoir) 



Fig. M-23 
Fig. M-25 
Fig. M-26 
Fig. M-27 
Fig. M-29 
Fig. M-30 
Fig. M-31 



NICKEL PLATED 



Rough 
The Pair $ 0.25 
“ 0.80 

“ 0.95 

“ 1.65 



Polished 

0.50 



1.40 

2.25 

2.25 

2.65 

2.25 



With 90° Elbow, same price as Fig. M-29. 
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MILWAUKEE BRASS MANUFACTURING CO. 



BATH COCK SUPPLY PIPES 



f 




Fig. M-40 
(Mermaid) 

3% Inch Centers 



y 2 Inch Size 

Fig. M-40 

Fig. M-41 .... 

Fig. M-42 

Fig. M-44 .... 



\ 




Fig. M-41 
(Mesh) 

( j C Inch Centers 




Fig. M-42 
(Meteor) 



714 Inch Centers 




Fig. M-44 
(Methyl) 



7 'A Inch Centers 



<£=?\ 




Fig. M-45 
(Mew) 

8 Inch Centers 



NICKEL PLATED 



Brazed, No. 14 Gauge Seamless, Full Weight 



.The Pair 


$4 25 


5.50 


“ 


4.25 


5.50 


“ 


4 25 


5.50 


“ 




5.50 



$. Inch Outside Diameter 
Fig. M-45 



Brazed, No. 16 Gauge 
The Pair $3.80 



With Stops Like Fig. C-70W, Page 32 

Adds to Figs. M-40, M-41, M-42 and M-44 



The Pair $4.50 



With Air Chambers Like On Fig. M-17, Page 182 

Adds to Figs. M-40 to M-44, No. 14 Gauge The Pair $4.00 

Adds to Figs. M-40 to M-44, Full Weight “ 4 50 
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MILWAUKEE BRASS MANUFACTURING CO. 



SHAMPOO SPRINKLERS 

2 V 2 INCH DIAMETER 



PLAIN, 

SOLID SHANK 



WITH RUBBER RING, WITH RUBBER RING, 
SOLID SHANK DETACHABLE 

SHANK 






Fig. M-50 (Mica) 



Fig. M-51 (Midas) 



Fig. M-52 (Midget) 



NICKEL PLATED 



Fig. M-50 The Dozen $ 4.80 

Fig. M-51 “ 9-00 

Fig. M-52 “ 13.20 



WITH HANDLE, 
DETACHABLE SHANK 




Fig. M-53 (Midway) 



WITH HANDLE AND RUBBER RING, 
DETACHABLE SHANK 




Fig. M-54 (Miff) 



NICKEL PLATED 



Fig. M-53 The Dozen $24.00 

Fig. M-54 “ 27.00 
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MILWAUKEE BRASS MANUFACTURING CO. 




CHAIN STAYS 




WITH JEWEL CUP 



Fig. M-64 (Mildew) 




WITH OVAL SOLID TRAY 




WITH SQUARE LOOSE TRAY 




Fig. M-70 (Millet) 



NICKEL PLATED 



Fig. M-60 The Dozen $25.20 Fig. M-64 

Fig. M-66 “ 27.00 Fig. M-70 



The Dozen $33.00 
“ 48.00 



HOSE BIBB ENDS 




Fig. M-74 (Mince) 



BIBB FLANGES 




Fig. M-75 (Mind) 



SILL COCK CAP 




Fig. M-76 (Miner) 



FINISHED OR NICKEL PLATED 



Size Inches % % % 1 

Fig. M-74 The Dozen $3.00 3.60 4.20 6.00 

Fig. M-75, Cast “ 3.00 3.00 3.00 

Fig. M-75, Stamped “ 1.80 1.80 1.80 

Fig. M-76 “ 9-00 
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MILWAUKEE BRASS MANUFACTURING CO. 



BRASS PIPE FITTINGS 



Si 

ig. M-80 (Minnov 

A 



ELBOWS 



Size 




% 


y 2 


y 2 x% 


% 


%xy 2 


Rough 


. . Each 


$0.20 


0.28 


0.35 


0.40 


0.50 


Finished 


“ 


0.45 


0.56 


0.70 


0.75 


0.95 


Nickel Plated. 


“ 


0,53 


0.65 


0.82 


0 37 


1.10 




45° ELBOWS 



Size Inches 


% 


y 2 


y 2 x% 


% 


%xM> 


Rough Each 


$0.25 


0.31 


0.36 


0.40 


0.50 


Finished “ 


0.55 


0.66 


0.80 


0.85 


0.95 


Nickel Plated... 


0.65 


0.78 


0.92 


1.00 


1.10 




Fig. M-82 (Missile) 



TEES 



Size 


. Inches 


% 


y 2 


y 2 x% 


% 


%xy 2 


Rough 


. . Each 


$0.28 


0.40 


0.50 


0.55 


0.70 


Finished 


“ 


0.63 


0.80 


1.00 


1.05 


1.30 


Nickel Plated. 


“ 


0.75 


0.93 


1.15 


1.22 


1.50 




Fig. M-83 (Miter) 



CROSSES 



Size 


. Inches 


% 


y 2 


y 2 x% 


% 


%x% 


Rough 


. . Each 


$0.40 


0.55 


0.70 


0.80 


1.00 


Finished 


“ 


0.90 


1.10 


1.40 


1.50 


1.85 


Nickel Plated. 


“ 


1.05 


1.30 


1.65 


1.75 


2.15 




Fig. M-84 (Mitten) 



COUPLINGS 



Size 


Inches 


% 


y 2 


% 


Rough 


Each 


$0.17 


0 25 


0.37 


Finished 


“ 


0.36 


0.46 


0.63 


Nickel Plated 


“ 


0.42 


0.53 


0.72 
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MILWAUKEE BRASS MANUFACTURING CO. 



BASIN WASTES 




With China Button Top, Fig. M-90 



Nickel Plated 



Each $10.00 



With China Knob Top, Fig. M-91 



Nickel Plated 



Each $10.50 



MILWAUKEE BRASS MANUFACTURING CO. 



BASIN AND SINK TRAPS 




WITH SLIP JOINT NUT 



Size, I. P. Thread 
Size, Slip Joint. . 

Rough 

Nickel Plated . . . 



Inches 1% or iy 2 
“ 1% or 1 y 2 

. . Each $3.00 

. . “ 4.00 



Fig. M-95 (Modern) 




WITH SWIVEL OFFSET 

Size, I. P. Thread Inches lA/i oriy 2 

Rough Each $ 5 - 50 

Nickel Plated “ 7.00 



Fig. M-97 (Mogul) 



Prices include Rubber Washers and Brass Friction Rings. 
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MILWAUKEE BRASS MANUFACTURING CO. 



Pressure 
I roVED, 



BASIN AND SINK TRAPS 



WITH P. O. PLUG AND 
SLIP TUBE 




Fig. M-96 (Modest) 



WITH SINK CONNECTION 




Fig. M-94 (Mode) 



WITH P. O. PLUG AND SLIP TUBE, FIG. M-96 



Size, I. P. Thread 
Size, Inlet Tube. . . 

Rough 

Nickel Plated 



Inches 1 % or 1 y 2 
“ H/ioriya 
. . Each $4.75 

. . 44 6.00 



WITH SINK CONNECTION, FIG. M-94 

Size, I. P. Thread 

Size, Inlet Tube 

Rough 

Nickel Plated 



Inches 1 or iy 2 
“ 1^4 or iy 2 

. . Each $4.00 

. . 44 5.00 



Prices include Rubber Washers and Brass Friction Rings. 
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MILWAUKEE BRASS MANUFACTURING COj 




BASIN AND SINK TRAPS 

MILWAUKEE PATTERN 



Size 

Rough 

Nickel Plated 



With P. O. Plug and Slip Tube 

Inches 1 % 

Each $7.00 

. “ 8.00 



1V2 

10.00 

11.00 



With Sink Connection, Like On Fig. M-94 




With P. O. Plug and Slip Tube 





.Inches 

Each 


m 

$6.50 

7.50 


i y 2 

9.50 

10.50 














With Sink Connection, Like On Fig. M-94 


, Inches 


1V4 


i y 2 




. . Each 


$5.50 


8.50 




. . “ 


6.50 


9.50 


Without P. O. Plug and Slip Tube 

Deducts from Figs. M-98 and M-99 




. . . . Each 


$1.75 
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MILWAUKEE BRASS MANUFACTURING CO. 




5?6VE 



URINAL FLUSH PIPES 



«- 



% 



T 

hi 

-u2£t0 



Fig. M-108 (Muff) 



TUBING 34 INCH I. P. SIZE, STOP ^ INCH I. P. THREAD 



Length Inches 24 30 36 42 48 60 72 

Finished Each $6.00 6.50 7 00 7.50 8.00 9.00 10.00 

Nickel Plated “ 6.40 6.95 7.50 8.05 8.60 9.80 11.00 



URINAL BEE HIVE STRAINERS 



m m %' 

c olfa 




Fig. M-110 (Muffin) 



Size, Coupling Inches 1^4 l 1 /^ 

Size, Flange “ 3 3 

Finished Each $2.50 3.00 

Nickel Plated “ 3 - 00 3 - 50 



MILWAUKEE BRASS MANUFACTURING CO. 



SHOWER RECEPTOR STRAINERS 

DIAMETER OF FLANGE 6 INCHES 



WITH MALE 2 INCH I. P. THREAD 




Fig. M-114 (Mugwump) 



With Locknut and Coup- 
ling, Fig. M-114 

Finished Each $8.00 

Nickel Plated “ 8.50 



With Coupling Only 

Finished Each $7.50 

Nickel Plated “ 8.00 



Without Locknut or 
Coupling 

Finished Each $5.50 

Nickel Plated “ 6.00 



WITH FEMALE 2 INCH I. P. THREAD 




Fig. M-115 (Mull) 



Without Locknut or 
Coupling 

Finished Each $5.50 

Nickel Plated “ 6.00 

Fig. M-115 can also be furnish- 
ed with Male 2 inch I. P. Thread, 
at same price. 



The Strainer Plates are removed by unscrewing on Fig. M-114 and by loosening screws on 

Fig. M-115. 
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FIRE ESCAPE STAND PIPE VALVES 



WITH 2V 2 INCH 




Fig. M-130 (Mumps) 



SIAMESE CONNECTIONS 

I. P. Thread. . .Inches 3 3*4 4 

Each $18.00 20.00 22.00 



HOSE THREAD 




Fig. M-132 (Murder) 



SCREW HOSE VALVE 

I. P. Thread Inches 2% 

Each $10.00 




Fig. M-133 (Muscle) 



For 3 inch Stand Pipe 



CLAMP HOSE VALVE 



Each $11.00 



Iron Tee or Wheel Handles furnished on Hose Valves, at same price. 



Bubblers for Drinking 
Fountains 

S N presenting our line of CROWN BUBBLERS for Drinking Foun- 
tains we have tried to adapt ourselves to the new conditions 
occasioned by the almost universal adoption of this recent in- 
novation, but at the same time we have endeavored to avoid the 
freak combinations evolved in the earlier experimental stages and 
have confined ourselves to those styles which experience has proven the 
most practical. 

We have discarded the cup and ring guard types and confine ourselves 
to the ball type in order to overcome the danger of infection from the con- 
tact of the nose with the cup or the guard. The ball is constantly rinsed 
by the water, whereas the cup and the guard are usually not. 

Our patented Crown Bubblers are COMPACT and SIMPLE in con- 
struction. 

The PERFORATED CROWN absolutely PREVENTS SQUIRTING by 
mischieveous persons. 

The COMBINATION DISCHARGE from the center and periphery of 
the jet insures a SOLID CRYSTALLINE BUBBLE. 

The AMOUNT OF FLOW is easily and PERFECTLY REGULATED 
by means of a milled locknut placed immediately below the ball and by a 
check valve in the tube to which the locknut is fastened. 

The TWO-ARM LEVER arrangement on our Automatic Self Closing 
Bubblers WORKS EASILY and does not bind. We consider it preferable 
to the ring type because it is more sanitary, more ornamental and easier 
to keep clean. 



This section of Drinking Fountain Bubblers we also issue separately 
in booklet form, which will be furnished on application. 




NICKEL PLATED 

Fig. B-l, % or y 2 inch I. P Each $3.00 



ILLUSTRATION IS FULL SIZE 

The Regulating Device is omitted on Fig. B-l and the 
flow must therefore be controlled at the Valve End. 



Fig. B-1 (Badge) 



MILWAUKEE BRASS MANUFACTURING CQ 



PRESSURE 

Proved 



CROWN BUBBLERS 



PATENTED 



FOR PEDESTAL FOUNTAINS 





Fig. B-4 (Bake) 




FOR PAN FOUNTAINS 



Fig. B-3 (Bait) 



NICKEL PLATED 

Fig. B-3, % or y 2 inch I. P 

Fig. B-4, % inch I. P 

Fig. B-ll, % inch I. P 



Each $5.00 
“ 6.75 

6.25 




Fig. B-7 (Balm) 



WITH STRAINER AND 
WASTE CONNECTION, 
FOR PEDESTAL 
FOUNTAINS 

NICKEL PLATED 

Fig. B-7, % inch I. P Each $9.00 

Fig. B-8, % inch I. P “ 9.00 

Figs. B-7 and B-8 have 1 V 2 inch I. P. 
Thread on Waste End 

Fig. B-7 has 2*4 inch O. D. Thread 
below Flange 

Fig. B-8 has iy 2 inch I. P. Thread 
below Flange 




Fig. B-8 (Balsam) 
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MILWAUKEE BRASS MANUFACTURING CO. 



CROWN BUBBLERS 

PATENTED 



AUTOMATIC SELF CLOSING, FOR 
PEDESTAL FOUNTAINS 




Fig. B-5 (Bale) 




Fig. B-6 (Balk) 



NICKEL PLATED 



Fig. B-5, % or % inch I. P Each $11.50 

Fig. B-6, % or % inch I. P “ 13.00 



With Set Screw, To Make Flow Continuous 

Adds to Figs. B-5 and B-6 



Each $ 0.50 



Base of Fig. B-6 (also Fig. B-4, page 197) is threaded 1 V 2 inch I. P. Female, for Waste. 



MILWAUKEE BRASS MANUFACTURING CO. 



CROWN BUBBLERS 

PATENTED 

AUTOMATIC SELF CLOSING 



WITH STRAINER AND 
WASTE CONNECTION, FOR 
PEDESTAL FOUNTAINS 




Fig. B-9 (Bane) 



FOR PAN FOUNTAINS 




Fig. B-13 (Baron) 



NICKEL PLATED 

Fig. B-9, % inch I. Each $15.00 

Fig. B-13, % inch I. “ 12 - 25 



With Set Screw, To Make Flow Continuous 

Adds to Figs. B-9 and B-13 Each $ 0.50 

Fig. B-9 has 1 y 2 inch I. P. Thread on Waste End and 2*4 inch O. D. Thread below Flange 

Fig. B-9 can also be furnished with Strainer like on Fig. B-8 at same price as Fig. B-9. 
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PRESSURE 

feovty 



MILWAUKEE BRASS MANUFACTURING CO. 




CROWN BUBBLERS 

PATENTED 

FOR WALL FOUNTAINS AND SINKS 

With Compression Stop, *4" I. P. 

Fig. B-25, Nickel Plated Each $11.00 

With Self Closing Stop, y 2 " I. P. 

Fig. B-25, Nickel Plated Each $12 50 



Fig. B-25 (Berth) 



Regular Dimensions, 7 ] A Inches from Center of Bubbler 
to Wall and 10 Inches from Center of Supply to 
Bottom of Horizontal Tube 



With Compression Stop, ^4" I. P. 

Fig. B-15, Nickel Plated Each $7.50 

With Self Closing Stop, *4" I. P. 

Fig. B-15, Nickel Plated Each $9.00 

China Button Four Ball Handle, Adds to Figs. B-15 and B-25 

Compression, Fig. C-164 Each $0.75 

Self Closing, Fig. P-48 “ °- 85 



Fig. B-25 can also be furnished with any style Shank shown on pages 46 to 53 at same price. 
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MILWAUKEE BRASS MANUFACTURING CO. 



CROWN BUBBLERS 

PATENTED 




FOR WALL FOUNTAINS AND SINKS 



WITH FULLER COCK 

With Brass Handle, J4" I. P. 

Fig. B-23, Nickel Plated Each $11.50 

With China Handle, J4" I. P. 

Fig. B-23, Nickel Plated Each $12.00 



Regular Dimension. 9K Inches from 
Center of Bubbler to Wall 



Fig. B-23 (Beet) 

Regular Dimensions, 1 % Inches from Center of Bubbler 
to Wall and < 5 % Inches from Center of Supply 
to Bottom of Horizontal Tube 



With Brass Handle, *4" I. P. 

Fig. B-17, Nickel Plated Each $8.00 

With China Handle, %" I. P. 

Fig. B-17, Nickel Plated Each $8.50 



Figs. B-23 and B-17 can be furnished with any Shank shown on pages 46 to 53 at same price. 
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MILWAUKEE BRASS MANUFACTURING CO. 



CROWN BUBBLERS 




PATENTED 

FOR WALL FOUNTAINS AND SINKS 

WITH PUSH BUTTON SELF CLOSING COCK 




Fig. B-19 (Bead) 

Regular Dimension, 8 Vi Inches from Center of Bubbler to Wall 



Fig. B-21 (Bear) 

Regular Dimensions, 7% Inches from Center of 
Bubbler to Wall and 0% Inches from Center 
of Supply to Bottom of Horizontal Tube 



With Brass Button 

Fig. B-21, Nickel Plated, % or % inch I. P Each $13.50 

Fig. B-19, Nickel Plated, % or V 2 inch I. P “ 10.50 

With China Button Indexed “Push” 

Fig. B-21, Nickel Plated, % 0 r y 2 inch I. P Each $13.75 

Fig. B-19, Nickel Plated, % or y 2 inch I. P “ 10.75 
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MILWAUKEE BRASS MANUFACTURING CO. 



CROWN BUBBLERS 

PATENTED 




FOR WALL FOUNTAINS AND SINKS 

WITH LEVIATHAN SELF CLOSING COCK 

With Brass Handle, y 2 " I. P. 

Fig. B-22, Nickel Plated Each $12.75 

With China Handle, y 2 " I. P. 

Fig. B-22, Nickel Plated Each $13.00 



Fig. B-22 (Bed) 

Regular Dimensions, 7 % 
Inches from Center 
of Bubbler to Wall and 
7 14 Inches from Center 
of Supply to Bottom 
of Horizontal 
Tube 



Fig. B-20 (Beam) 

Regular Dimension, 0 Inches from Center of Bubbler to Wall 



With Brass Handle, y 2 " I. P. 

Fig. B-20, Nickel Plated Each $11.00 

With China Handle, y 2 ' I. P. 

Fig. B-20, Nickel Plated Each $ 11,25 

Fig. B-22 can also be furnished with any style Shank shown on pages 46 to 53 at same price. 



iROVI 



MILWAUKEE BRASS MANUFACTURING CO. 



CROWN BUBBLERS 

PATENTED 




WITH SWING SPOUT 



FOR FACTORY SINKS 



n) 

Regular Dimension. 8% Inches from Center of Bubbler to Center of Supply 



Fig. B-29, Nickel Plated 



For y 2 Inch Iron Pipe 



Each $12.50 




FOR LAVATORIES 



Fig. B-30 (Biped) 

Regular Dimension, 8M Inches from Center of Bubbler to Center of Supply 

With y Inch I. P. Male Couplings 

Fig. B-30, Nickel Plated Each $13.75 

Figs. B-29 and B-30 flow when swung forward and shut off when turned either to the right or 

left, as may be required. 
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MILWAUKEE BRASS MANUFACTURING CO. 




CROWN BUBBLERS 

PATENTED 

SWING SPOUT, FOR SINKS 




With Compression Bibb, ^4" I. P., Fig. B-26 

With China Button Handle, Nickel Plated 

With Brass Tee Handle, Nickel Plated 




With Fuller Bibb, J4" I- P-. Fig- B ‘ 27 

With Brass Handle, Nickel Plated E ^p h 

With China Handle, Nickel Plated 

The Bubbler flows when swung forward and shuts off when turned either to the right or left, 
as ordered. Its action is entirely independent of the Bibb. 

Figs. B-26 and B-27 can be furnished with any Shank shown on pages 46 to 53 at same price. 

Any style Self Closing Bibb can also be furnished at proportionate addition to price. 
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BRASS MANUFACTURING CO. 



* CROWN BUBBLERS 

PATENTED 



SWING SPOUT, FOR LAVATORIES 

WITH FULLER COCK 




Fig. B-31 (Blade) 

Regular Dimension, 8 M Inches from Center of Bubbler to Center of Cock 



Nickel Plated 



With Brass Handle 



Each $10.25 



With China Handle 



Nickel Plated 



Each $10.75 



Furnished regularly with ^4 inch I. P. Male Couplings. Other styles on page 180. 
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MILWAUKEE BRASS MANUFACTURING CO. 



>VI 



CROWN BUBBLERS 

PATENTED 



SWING SPOUT, FOR LAVATORIES 



WITH LEVIATHAN SELF CLOSING COCK 




Regular Dimension, 8K Inches from Center of Bubbler to Center of Cock 



With Brass Handle 

Nickel Plated Each $12.75 

With China Handle 

Nickel Plated Each $13.00 

Furnished regularly with % inch I. P. Male Couplings. Other styles on page 180. 
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MTTWAUKEE BRASS MANUFACTURING CU 



CROWN BUBBLERS 

PATENTED 




With Brass Cross Handle 

Nickel Plated Each $17.50 



With C-168 Handle 

Nickel Plated Each $13.50 



With C-164 Handle 

Nickel Plated Each $18.00 



With C-167 Handle 

Nickel Plated Each $19.50 



Each 



Add For Stuffing Box 



$ 0.35 



The Bubbler flows when swung forward, and shuts off when turned either to the right or 
left, as ordered. Its action is entirely independent of the Basin Cock. 



Compression Basin Cock, Left Hand, to match Fig. B-36, shown on page 101 




Fig. C-164 (Cynic) 




Fig. C-168 (Cytode) 




Fig. C-167 (Cyst) 
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MILWAUKEE BRASS MANUFACTURING CO. 



CROWN BUBBLERS 

PATENTED 



STATIONARY SPOUT, FOR LAVATORIES 




WITH FULLER COCK 



Regular Dimension, SL Inches from Center 
of Bubbler to Center of Cock 



Nickel Plated 



Nickel Plated 



With Brass Handle 



With China Handle 



Each $9 25 
Each $9.75 




Regular Dimension, 9 Inches from Center 
of Bubbler to Center of Cock 



WITH LEVIATHAN SELF CLOSING COCK 



Nickel Plated 
Nickel Plated 



With Brass Handle 



With China Handle 



Each $11.00 
Each $11.25 
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MILWAUKEE BRASS MANUFACTURING CO. 



CROWN BUBBLERS 

PATENTED 




FOR WALL FOUNTAINS 



Regular Dimensions. 7L Inches from Center of Bubbler to Wall. 0 Inches from 
Top of Bubbler to Center of Waste Outlet, ami 0 Inches 
from Top of Bubbler to Center of Supply 



WITH LOOSE KEY STOP 

Nickel Plated Each $17.50 

Supply is threaded % inch I. P., Waste is threaded 1 *4 inch I. P., and Top of Tee is threaded 

1 y 2 inch I. P. 
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GENERAL INDEX 



(CLASSIFIED INDEX IN FRONT OF BOOK) 



Page 

Ball Cocks, Fuller 64 

Ball Stems, Fuller 177 

Basin Cocks, Compression 94-101 

Basin Cocks, Fuller 102-111 

Basin Cocks, S. C. Ball Bearing 122-123 

Basin Cocks, Self Closing Boston 118-121 

Basin Cocks, Self Closing Doherty . . . 116-117 

Basin Cocks, Self Closing Engel 124 

Basin Cocks, Self Closing Leviathan. . 125 

Basin Cocks, Self Closing Peerless . . .118-121 

Basin Cocks, S. C. Push Button 124 

Basin Cocks, Self Closing Simplex . . . 114-115 
Basin Cocks, Self Closing Telegraph . . 112-113 

Basin Cocks, Bracket, Fuller 129-130 

Basin Cocks, Bracket, Leviathan S. C. 125 
Basin Cocks, Double, Compression.... 126 

Basin Cocks, Double, Fuller 127-128 

Basin Cock Couplings 180-181 

Basin Cock Supply Pipes 182-183 

Basin Combination Fixtures, Comp. . 131 

Basin Combination Fixtures, Fuller... 130 

Basin Traps 190-192 

Basin Wastes 189 

Bath Bibbs, Compression 23 

Bath Bibbs, Fuller 62- 63 

Bath Cocks, Compression 156-163 

Bath Cocks, Fuller 164-169 

Bath Cock Couplings 184 

Bath Cock Supply Pipes 185 

Bibbs, Compression 2- 25 

Bibbs, Fuller 46- 63 

Bibbs, Self Closing Ball Bearing 88- 91 

Bibbs, Self Closing Boston 80- 84 

Bibbs, Self Closing Doherty 72- 76 

Bibbs, Self Closing Leviathan 92- 93 

Bibbs, Self Closing Peerless 80- 84 

Bibbs, Self Closing Simplex 70- 71 

Bibbs, Self Closing Telegraph 66- 67 

Bibb Ends 187 

Bibb Flanges 187 

Boiler Drain Cocks, Compression 38 

Bracket Basin Cocks, Fuller 129-130 

Bracket Basin Cocks, Leviathan S. C. . 125 

Bracket Pantry Cocks, Fuller 139 



Paw 

Bracket Shampoo Cocks, Compression 145 

Bracket Shampoo Cocks, Fuller 152 

Brass Pipe Fittings 188 

Bubblers, Drinking Fountain 196-210 

Chain Stays 187 

Couplings, Basin Cock 180-181 

Couplings, Bath Cock 184 

Couplings, Brass Pipe 188 

Couplings, Slip Joint 180-181 

Cresses, Brass Pipe 188 

Detachable Shank Bibbs, Compression 12- 15 
Detachable Shank Bibbs, Doherty S. C. 75 
Detachable Shank Bibbs, Peerless S. C. 83 

Dish Spraying Bibbs 24 

Double Basin Cocks, Compression .... 126 

Double Basin Cocks, Fuller 127-128 

Double Pantry Cocks, Compression .. . 143 

Double Pantry Cocks, Fuller 148-149 

Double Shampoo Cocks, Compression . 144-147 

Double Shampoo Cocks, Fuller 150-155 

Drinking Fountain Bubblers 196-210 

Eccentrics, Fuller 177 

Elbows, Brass Pipe 188 

Elbows, 45 Degree, Brass Pipe 188 

Elbows, Slip Joint 180-181 

Extensions, Fuller 177 

Factory Wash Sink Cocks , 25 

Fittings, Brass Pipe 188 

Flanges, Bibb 187 

Flush Pipes, Urinal 193 

Fountain Bubblers 196-210 

Handles, Compression 174-175 

Handles, Fuller 176 

Handles, Self Closing Ball Bearing . .. 179 

Handles, S. C. Peerless (Boston) 178 

Hopper Cocks, Compression 42- 43 

Hopper Cocks, Fuller 65 

Hopper Cocks, Self Closing Peerless. . 86 

Hopper Cocks, Self Closing Telegraph. 68- 69 

Hose Bibb Ends 187 

Hose Valves 195 



(Concluded on next page) 
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GENERAL INDEX (Continued) 



Page 

Lavatory Stops 32- 36 

Loose Key Bibbs 16 

Loose Key Stops 26- 36 

Nuts, Bath Cock Coupling 184 

Nuts, Slip Joint 181 

Pantry Cocks, Compression 132-133 

Pantry Cocks, Fuller 134-139 

Pantry Cocks, S. C. Ball Bearing 141 

Pantry Cocks, Self Closing Boston .... 141 

Pantry Cocks, Self Closing Doherty . . . 140 

Pantry Cocks, Self Closing Leviathan . 142 

Pantry Cocks, Self Closing Peerless.. . 141 

Pantry Cocks, Double Compression. . . 143 

Gantry Cocks, Double Fuller 148-149 

Pipes, Basin Cock Supply 182-183 

Pipes, Bath Cock Supply 185 

Pipes, Urinal Flush 193 

Receptor Strainers 194 

Reducers, Basin Cock Coupling 180 

Shampoo Cocks, Compression 144-147 

Shampoo Cocks, Fuller 150-155 

Shampoo and Basin Cocks, Comp 147 

Shampoo and Basin Cocks, Fuller .... 153-155 

Shampoo Sprinklers 186 

Shower Receptor Strainers 194 

Shower Stops, Compression 30- 31 

Shower Stops, Peerless Self Closing. . . 85 

Siamese Connections 195 

Sill Cocks 39-41 

Sill Cock Caps 187 

Sink Bibbs, Long Spout, Compression . 12- 13 

Sink Bibbs, Long Spout, Fuller 57 

Sink Bibbs, Long Spout, Self Closing. . 91 

Sink Traps 190-192 

Slip Joint Connections 180-181 

Slip Joint Stops 33- 36 



Page 

Slop Sink Cocks, Compression 170-172 

Slop Sink Cocks, Fuller 173 

Sprinklers, Shampoo 186 

Stems and Balls, Fuller 177 

Stops, Compression 26- 36 

Stops, Fuller 64 

Stops, Lavatory 32- 36 

Stops, Se’f Closing, Ball Bearing 85 

Stops, Self Closing, Boston 85 

Stops, Self Closing, Doherty 77 

Stops, Self Closing, Peerless 85 

Stop and Wastes, Compression 37- 38 

Strainers, Receptor 194 

Strainers, Urinal 193 

Supply Pipes, Basin Cock 182-183 

Supply Pipes, Bath Cock 185 

Swing Spout Basin Cocks, Fuller 129 

Swing Spout Basin Cocks, Leviathan. . 125 

Swing Spout Pantry Cocks, Fuller . . . 139 

Tees, Brass Pipe 188 

Traps 190-192 

Tray Bibbs, Compression 17- 22 

Tray Bibbs, Fuller 58- 61 

Trimmings, Fuller 177 

Urinal Cocks, Compression 44- 45 

Urinal Cocks, Fuller 65 

Urinal Cocks, S. C. Ball Bearing 86- 87 

Urinal Cocks, Self Closing Boston 86- 87 

Urinal Cocks, Self Closing Doherty. .. . 78- 79 
Urinal Cocks, Self Closing Peerless .. . 86- 87 

Urinal Flush Pipes 193 

Urinal Strainers 193 

Valves, Hose 195 

Valves, Siamese 195 

Wastes, Basin 189 
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